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PREFACE
The Elements oi Hydrostatics seem capable of being presented in a simpler form than that in which they appear in all the works on the subject with which I am acquainted. I have therefore attempted to give a simple explanation of the Mathematical Theory of Hydrostatics <nd the practical application of it.
Prior to the publication of this work some copies were privately circulated with a view to obtain opinions from Teachers of experience as to the sufficiency and accuracy of the information contained in it. A few suggestions received in consequence of this arrangement will be found in the Notes at the end of the volume.
I am indebted to several friends for the collection of Miscellaneous Examples given in Chapter viii. In conclusion I have to express my thanks for the favour with which my attempts to simplify the course of Elementary Mathematics have been received by College Tutors and Masters in Schools.
J. HAMBLIN SMITH,
Cambridge, 1870.
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HYDROSTATICS.
CHAPTER I.
On Fluid Pressure.
1.	IIydkostattcs was originally, as the name imports, the acmnce which treated of the Equilibrium of Fluids, or of bodies in equilibrium under the action of forces some of which are produced In the action of thuds, it is now extended so as to include many other theorems relating to the properties of fluids.
2.	A fluid is a substance whose parts yield to any force impressed on it, avd by yielding are easily moved among themselves.
3.	This definition separates fluids from rigid bodies, in which the particles cannot be moved among each other by any force, however great, but it does not separate fluids from powders, such as flour, in which we have a collection of particles which can be moved among themselves by the appli cation of a slight force.
4.	A fluid differs from a powder in this way : the particles composing a powder do hot move among themselves without friction, whereas the particles that make up a fluid move one over another without any friction.
For example, if you empty a mug of flour on a table the friction between the particles will soon bring the flour to rest in more or less of a heap: whereas if you empty a mug of water the particles, moving without friction, run in all directions, and the whole hotly of water is spread out into a very thin sheet
a u. I
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5.	To distinguish fluids from powders we must therefore make an addition to Art. 2, ami we give ti)e following as a complete definition of a fluid.
Def. A fluid is a substance whose parts yield to any force impressed on it, and by yielding are easily moved among themselves without friction, and also act without friction on any surface with which they are in contact.
This definition includes not only the bodies to which in ordinary conversation we apply the terms “fluid” and “liquid,” such as water, oil, and mercury, but also such bodies as air, gas and steam.
6.	Fluids may be conveniently divided into two classes, liquid and gaseous. By the term liquid we understand an incompressible and inelastic fluid. In reality all fluids with which we arc acquainted arc compressible, that is, a given volume of fluid can by pressure be reduced in volume. Still so great a force is required to compress to any appreciable extent such fluids as water and mercury, that we may regard them as incompressible in treating of the elements of the subject.
7.	The inelastic fluids with which we are practically acquainted approach more or less to a state of perfect fluidity, but in all there is a tendency, greater or less, of adjacent particles to cohere with each other. This tendency is stronger in such fluids as oil, varnish and melted glass, than in such as water and mercury. Hence the former are called imperfect or viscous fluids.
8.	The air which wo breathe and gases are compressible fluids, and are endowed with a ¡»erfect elasticity, so that they can change their shape and volume by compression, and when he compression ceases they can return to their former shape .nd volume.
9.	V ajMiurs, as steam, are clastic fluids, but with this peculiarity: at a given temperature in a given space only a certain quantity of vapour can be contained, and if the space or the temperature be then diminished, a portion of the vapour becomes liquid, or even in some cases a solid.
10.	Before proceeding further with our subject we must explain the meaning of some technical terms winch we shall have to employ frequently.
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11.	A Piston is a short cylinder of wood or metal, which fits exactly the cavity of another cylinder, and works up and down alternately.
12.	A Valve is a closed lid affixed to the end of a tube or hole in a piston, opening into or out of a vessel, by moans of a hinge or other surt of moveable joint, in such a manner that it can be opened only in one direction.
13.	A Prism is a solid figure, the ends of which are parallel equal and similar plane figures, and the sides which connect the ends are parallelograms.
The figure represents a rectangular prism, in which eact» of the lines bounding the surfaces of the prism is at right angles to each of the four lines which it meets.
14.	We shall often have to use the expression Horizontal Section of a tube or hollow cylinder, and we may explain the meaning of the expression by the following example :
Suppose a gun-barrel to bo placed in a vertical ¡»oBition: suppose a wad to be part of the way down the barrel with its upi>er surface exactly parallel to the top of the barrel; then suppose the barrel to be cut away so as just to leave tho upper surface of the wad exposed: the area of this surface of the wad is called the horizontal section of the barrel.
15.	The mathematical theory of Hydrostatics is foui>»M ou two laws, which we shall now explain.
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16.	Law I. The force exerted by a fluid on any surface, with which it is in contact, is perpendicular to that surface.
17.	This law is merely a repetition of the definition of a fluid given in Art. 5, and we can best explain its meaning and application by an example.
If AB be a cylinder immersed in a fluid the pressures of the fluid on the curoed surface are ail perpendicular to the
axis uf tho cylinder, and the pressures of the fluid on tho flat ends arc all parallel to the axis.
Now it is a law of Statics that a force has no tendency to produce motion in a direction perpendicular to its own direction.
Hence the pressures on the curved surface have no tendency to produce motion in the dit cution of the axis, and tho pressures on the flat ends have no tendency to produce motion in a direction perpendicular t<> tho axis.
18.	Law 11. Any pressure communicated to the turf we if a fluid is equally transmitted through the whole fluid in ecery direction.
19.	A characteristic property of fluids which distinguishes them from solid bodies is this faculty which they possess of inuismittiiig equally in all directions the pressures applied to their surface».
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It is of great importance to form a correct notion of the principle of “the equal transmission of pressure,’’a principle which is applicable to all fluids, inasmuch as it depends upon a property which is essential to all fluids and is not an acci-dental property, as weight, colour, and others.
20.	Suppose then wo take a vessel A BCD, in the form of a hollow rectangular prism, and place it on a horizontal table.
Place a block of wood, cut to fit the vessel, so that it rests on the base BO and reaches up t<* the level EF.
Then if we place a weight P on the top of the block an additional pressure P will be imposed on the base of the prism.
Now suppose the block to be removed and the vessel filled with an incompressible fluid up to the level of EF.
Suppose a piston exactly fitting the vessel to be inserted and a pressure P applied by means of it to the surface of the fluid at EF.
In this case the pressure P is transmitted by means of the fluid not only to the base DC, but also to the shies of the vessel, and if we take a unit of area, as a square inch, in the side FO, and a unit of area in the base BC, the same additional pressure will bo conveyed to each.
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21.	That fluids transmit pressure, equally in all directions maybe shewn experimentally in the following manner:
ABC is a vessel of any shape filled with fluid.
Make openings of equal area at A. B, C.
Close the openings by pistons, kept at rest by such a force as may be required in each case. Then it will be found that if any additional force P be applied to the piston at A, the same force P must be applied to each of the pistons at B and Cto prevent them from being thrust out.
If the area of the base of one of the pistons, as B, be larger than the area of the base of the piston A, it is found that the pressure which must be applied to B to keep it at rest tears the same relation to the pressure applied to A that the area of the base of B tears to the area of the base of A.
22.	From the preceding article it is clear that if a body of fluid, supposed to Im? without weight, be confined in a closed vessel, the pressure communicated to the fluid by any area in any part of the vessel will be transmitted equally to every equal area in anv other part of the vessel.
It is owing to this fact that the use of a Safety Valve can be depended on.
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Thus, if the vessel A be full of steam ami the pressure of the steam be required to be kept down to 2oo lbs. on the square inch, if a valve B, whose area is a square inch, be placed at any part of the vessel, and be so loaded that it will require a force of‘200 lbs. to raise it, then if the steam acquire an increase of pressure above 200 lbs. on the square inch, the valve will open, and will remain open till the pressure of the steam is just equal to 200 lbs. on the square inch.
23.	Any force, however small, may by the transmission of its pressure through a fluid, be made to support any weight, however large.
Suppose DE and FII to be two vertical cylinders, connected by a pipe EH, and suppose FH to have a horizontal section much larger than the horizontal section of DE: for instance, let the area of a horizontal section of FH be 400 square inches, and the area of a horizontal section of DE be 1 square inch.
Now if water be poured into the cylinders, and pistons A and B be applied to the surface at D and F, whatever force we apply to A will be transmitted to each portion of the base of the piston B which is equal in area to the base of the piston A.
Hence a pressure of 1 lb. applied to the piston A will produce a pressure of 400 lbs. on the base of the piston B, and will therefore support a weight of 400 lbs. placed on the piston B.
This effect of pressure by the medium of a fluid is often called The Hydrostatic Paradox.
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Examples.—I.
(1)	In the experiment described in Art. 23, if the horizontal section of the small cylinder be 1J square inches, and that of the larger cylinder 64 sq. in., find the weight supported under a pressure of 1 ton exerted on the piston of the small cylinder.
(2)	If the horizontal section of the small cylinder lie 11 square inches, and that of the large cylinder 240 sq. in., find the weight supported by a pressure of 3 cwt. applied to the piston of the small cylinder.
(3)	If the pistons are circular, the diameters being l| inch and 50 inches, find the weight supported by a pressure of 15 lbs. applied to the smaller piston. (N.B. The areas of circles are as the squares of their diameters.)
(4)	A closed vessel full of fluid, with its upper surface horizontal, has a weak part in its upper surface not capable of bearing a pressure of more than 4^ pounds on the square foot If a piston, the area of which is 2 square inches, be fitted into an aperture in the upper surface, what pressure applied to it will burst the vessel I
(5)	A closed vessel full of fluid, with its upper surface horizontal, has a weak part in its upper surface not capable of bearing a pressure of more than 9 lbs. ujsin the square foot. If a piston, the area of which is one square inch, be fitted into an aperture in the up|>er surface, what pressure applied to it will burst the vessel I
(6)	If the horizontal section of the small cylinder be 1J «quare inches, and the diameter of the large piston 20 inches, find the lifting jstwer nf the machine under a pressure of I ton exerted on the piston of thu small tube. (N.B. The area of
* circle is ~ times thu square of thu radius nearly.)
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21 The pressure al any point in any direction in a fluid is a conventional expression used to denote the pressure on a unit of area imagined as containing the point, and perpendicular to the direction in question.
For example, if the whole pressure of a fluid on the bottom of a vessel is 2000 lbs., and the pressure is uniform throughout, then if we take a square inch as the unit of area, and the area of the bottom of the vessel is 40 square inches, the pressure at a point in the base is ^^ lbs. or 50 lbs.
25.	The student must carefully observe the distinction between the expressions “ pressure on a point” and “ pressure at a point”: the former is zero, because a point has no magnitude.
26.	If a mass of fluid is at rest, any portion of it may be supposed to become rigid without affecting the conditions of equilibrium.
Thus if we consider any portion A of the fluid in a closed vessel, we may suppose the fluid in A to become solid, while the rest of the fluid remains in a fluid state, or we may suppose the fluid round A to become solid, while the fluid in A remains in a fluid state.
27.	The importance of the principle laid down in the pre ceding article may be seen from the following considerations. The laws of Statics are proved only in the case of forces acting on rigid bodies. Now since the supposition of any part of a fluid becoming solid does not affect the action of the forces acting upon it, and since we can in that case obtain the effect of those forces by the laws of Statics, we shall know their • effect on the fluid.
IO
ON FLUID FRESSURE.
28.	If a body of fluid, supposed to be without weigN, be confined in a closed vessel, so as to exactly fill the ve^el, an equal pressure will be exerted on the fluid by every equal urea in the sides of the vessel (Art. 22), and we proceed to shew that the pressure is the same in all directions at every point of the fluid.
For let O be any point in the fluid, and AB, CD two plane surfaces, each representing a unit of area, passing through O
and i>araliel to two sides of the vessel EF,GI1. Then drawing straight lines at right angles to A B, CD from the extremities of J 7?, CD to the sides of the vessel, we may imagine all the fluid except that contained in the prism A BN At to become Solid
Thon the pressure exerted on the fluid by the area AtN will be transmitted t»> A B.
Again, if we suppose all the fluid except that contained in the prism CDSR to become solid, the pressure exerted on the fluid by the area RS will be transmitted to CD.
Now the pressures exerted on the fluid by the areas AtN, RS are equal, and consequently the pressures on AB, CD nill be equal, that is, the pressure at the point 0 is the same »w ail direction t.
Also since the distance of the |>oint Ofrom the sides of the vessel is not involved in the preceding considerations, it follows that the pressure is the same at »wry point
CHAPTER H.
On Ike Pressure of a Fluid acted on by Gravity.
29.	In the preceding chapter we considered the consequences that result from the peculiar property, essential to all fluids, of transmitting equally in all directions the pressures applied to their surfaces.
We have now to consider the effects produced by the action of gravity upon the substance of a fluid.
30.	The student must mark carefully the distinction between force applied to a surface and force applied to each of the particles composing a body. As an example of these distinct forces consider the Ciwe of a book resting un a table. Force is applied to the surface of the book by the table, and thus is counterbalanced the force of gravity which acts upon each particle of which the book is composed.
31.	All fluids are subject to the action of gravity in the same way as solid bodies. Each particle of a fluid has a tendency to fall to the surface of the earth, and in a mass of fluid at rest there is a particular point, called the centre of gravity, at which the resultant of all the forces exercised by the attraction of the Earth on the particles composing the fluid may be supi>osed to act.
32.	The term density is applied to fluids, as it is to solid bodies, to denote the degree of closeness with which the parti cies are packed.
Il ON THE PRESSURE OF A FLUID
When we speak of a fluid of uniform, density, we mean that if from any part of the body of fluid a portion bo taken, and if from any other part of the body of fluid a portion like in form and equal in volume to the former portion be taken, the Weights of the two portions will be equal.
33.	If a vessel be filled with a heavy fluid of uniform density the pressure at every point in the interior of the fluid will not be the same, because the pressure which results from the action of gravity will vary in magnitude according to the position of the point in the containing vessel.
Consider a closed surface of small dimensions containing the point A, and suppose the fluid outside the closed surface to become solid. The fluid trithin the closed surface will exercise pressure against the surface at every point, and these pressures will bo unequal, because the fluid is acted on by gravity. But wo may conceive that, if the quantity of fluid within llw surface be rery sm<ill, the difference between the pressures at different points of the surface will bo very small, and when the surface is indefinitely diminished the pressures exercised by the fluid at each point of the surface may be regarded :w equal, and the weight of the fluid may bo neglected.
Thus wo can consider it as cho case of a weightloss fluid and apply the conclusions of Art. Js.
11	unco all the planes of equal area which can be drawn, passing through the |s>int A ami not extending beyond th* twill turf act, may be considered to be subject to equal pressurea
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Su we conclude that in a heavy fluid of uniform density
(1)	The pressure will vary from point to point.
(2)	The pressure will be the same in all directions at any particular point.
34.	We have next to consider in what way the pressure varies from point to point in the interior of a fluid of uniform density when it is in equilibrium, and first we shall shew that the pressure is the same at all points in the same horizontal plane.
Let A and B be two points in the same horizontal plane in the interior of a fluid of uniform density.
Imagine all the fluid contained in a small horizontal cylinder, of which AB is the axis, to become solid.
Then the forces acting on the cylinder are
(1)	The fluid pressures on its curved surface) perpendicular (2) The weight of the cylinder	) to the axis.
(3)	The fluid pressure on the end A
(4)	The fluid pressure on tiie end Ji
parallel to the axis
Of these (1) and (2) have no tendency to produce motion in the direction of the axis (Art. 17).
Therefore, since there is no horizontal motion, fluid pressure on end A - fluid pressure on end B.
And since, the ends being very small, the pressure at every point in each end may be regarded as the same.
pressure at point A = pressure at point B.
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:>5. The pressure at any point within a heavy inelastic fluid, not exposed to external pressure, is proportional to the depth of that point below the surface of the fluid.
Lot V and Q be two points at different depths below the surface of the fluid.
Suppose two small equal and horizontal circles to be described round P and Q as centres.
Then suppose the fluid in the two small vertical cylinders PA. (¿IL extending from the bases P and Q to the surface, to become solid.
Now the force's acting on the cylinder PA are
fl) Tlx* fluid pressures on its curved surface, all of’which arc perpendicular to the axis.
(2)	The weight of the cylinder j
/o,	‘	parallel to the axis.
(3)	I he fluid pressure on the base P] *
Of these (1) h:is no tendency to produce motion in the direction of the axis (Art. 17).
Hence since there is no vertical motion,
fluid pressure' on base 7’ = weight of cylinder PA. So also, fluid pressure on base Q = weight of cylinder QP. lienee
pressure at point 7* : pressure at point Q
:: pressure on base P. pressure on base Q, (Art. 24.) :: weight of cylinder I*A : weight of cylinder QP, :: lengt h of 7*A : length of (¿/I (the bases being equal), :: depth of 7* : depth of Q
Cor If pressure at /*=• pressure at Q depth of 7* depth of (¿.
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The pressure of the atmosphere on the surface of the fluid is not taken into account, but we shall shew hereafter how it affects the pressure at a point in the interior of a fluid.
36 The surface of a heavy inelastic fluid at rest is horizontal.
Let A and B be two points in the same horizontal plan in the interior of a heavy fluid at rest.
Suppose the fluid contained in a small horizontal cylinder of fluid, of which A B is the axis, to become solid.
Then, fluid pressure on end J = fluid pressure on end B (Art. 34), and, since the ends arc equal,
fluid pressure at point A = fluid pressure at point B
Hence A and B are at the same depth below the surface of the fluid (Cor. Art. 35), and if we draw AC, BT) vertically to meet the surface in C, D.
AC=BD, also, j4C is parallel to BD;
.'. CD is parallel to AB (Encl. J. 33) •
.. CD is horizontal.
Similarly any other point in the surface may be proved to be in the same horizontal plane with C or D;
.’. the surface is horizontal.
37.	The proposition £hat the surface of a fluid at rest is horizontal is onlv true when a very moderate extent of surface is taken.
Large surfaces of water assume, in consequence of the attraction exercised by the earth, a spherical form.
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The following practical results are worthy of notice:
(1	All fluids find their level. If tubes of various shapes, some large and some small, some straight and others bent, be placed in a closed vessel full of water, and water be then poured into one of the tubes, the fluid will rise to a uniform height in it and all the other tubes.
(2)	If pipes be laid down from a reservoir to any distance, the fluid will mount to the same height as that to which it is raised in the reservoir.
(3)	The surface of a fluid at rest furnishes a means of observing objects at a distance in the same horizontal plane with a mark at the place of observation.
38.	We have seen that in an inelastic fluid at rest the pressure at any point depends on the depth of that point below the surface of the fluid, that is, on the length of the vertical line drawn from the point to meet a horizontal line drawn through the highest ]H)int in the fluid.
Thus if ABCbe a conical vessel with a horizontal base, standing on a table, and filled with fluid, the pressure at any point P is determined in the following manner.
From J. the highest point of the fluid, draw a vertical line meeting tin? horizontal plain! passing through 7’in thrpointy.
Then Ihc pressure at P prossifre at Q, because P and Q are in the same horizontal plane.
But pressure at Q depend* on the length of AQ'. therefore pressure at P depend* on the length of PR, a Imo drawn vertically to nice! the horizontal line All.
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39.	If a vessel, of which the bottom is horizontal and the sides rertieal, be filed with find, the //res-are on the bottom will be equal to the weight oj thefuid.
Fig. i
Fig. ii.
Fig in
Let ACDB ^tig. I.) be a vessel whose bottom, CD, is horizontal, and its sides vertical. We may consider the fluid in this vessel to be made up of vertical columns of fluid. Each of these columns will pre^s vertically downwards with its weight, and the sum of these pressures will he the weight of the fluid. Now the base of the vessel, being horizontal, will sustain all these vertical pressures;
/. pressure on the base of the vessel = weight of the fluid.
If the sides of the vessel be not vertical, as in tigs. II. and III., the pressure on the base will be equal to the weight of a column of fluid EC DI', EC Mid ED being perpendicular to CD, and EF being the surface of the fluid.
Hence if in the throe vessels the buses are equal and on the same horizontal plane, and the fluid stands at the same height in the vessels, the pressure on the base in each case will be the same.
The fluid in vessel I. produces a pressure on the base equal to its own weight.
The fluid in vessel II. produces a pressure on the base less than its own weight.
The fluid in vessel Ilf. produces a pressure on the base greater than its own weight.
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Examples.—II.
(1)	If the pressure at a depth of 32 feet be 15 lbs. to the square inch, what will the pressure be at a depth of 42 feet 8 inches ?
(2;	If the pressure at a depth of 8 feet be 14$ lbs. to the square inch, what will be the pressure at a depth of 20 ft 6 in J
(3)	In two uniform fluids the pressures are the same at the depths of. 3 and 4 inches respectively : compare the pressures at the depths of 7 and 8 inches respectively.
(4)	In two uniform fluids t.he pressures are the same at the depths of 2 and 3 inches respectively : compare the pressures • at the depths of 9 and 12 inches respectively.
<5)	Find the height of a column standing in water 30 feet deep, when the pressure at the bottom is to the pressure at the top as 3 to 2.
(6)	If the pressure of a uniform fluid, not exposed to external pressure, be 15 lbs. to the square inch at a depth of 15 feet, what will be the pressure at a depth of 12 feet ?
(7.	) If the pressure of a uniform fluid, not exposed to external pressure, be 3 lbs. to the square inch at a depth of 4 feet, what will be the pressure on a square inch at a depth of 12 feet/
(8)	What is the pressure on the horizontal bottom of a vessel tilled with water to the depth of 2| feet, the area of the base being 20 square feet, and the weight of a cubic foot of water 10<o oz. I
(9)	A cubic foot of mercury weighs 13000 oz. Find the pressure on the horizontal base of a vessel containing mercury, the area of the base being 8 square inches, and the depth of the mercury 3 inches.	/
10;	What is the pressure on the horizontal baseof a vessel filled with water to the depth of 15 feet, the area of the base being 24 square feet, and the weight of a cubic foot of water 1000 oz. '
(11)	A cistern shaped like an equilateral triangle of which one side is fl feet is tilled with water to the depth of two feet: find tho pressure on the base, the weight of a cubic foot of water being 1000 oz.
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(12)	The spout of a teapot springs from the middle point of one side, and its upper extremity is on a level with the lid. If the spout be broken off half-way, how high can the teapot be' filled?
(13)	When bottles that have been sunk in deep water have been brought up, their corks have been found driven in. How do you explain this !
(14)	If a pipe, whose height above the bottom of a vessel is 112 feet, be inserted vertically in the vessel, and the whole be filled with water, find the pressure in tons on the bottom of the vessel, the area of the bottom being 4 square feet, and the weight of a cubic foot of water 1000 oz.
(15)	2k hole, a square inch in area, is bored in the flat cover of a vessel full of water, and a smooth piston weighing 7 lbs. 13 oz. is fitted into it; a vertical tube is then fitted into another hole in the cover, and water is poured into it: find how high the water must be made to ascend in it in order that the piston may be driven out, a cubic foot of water weighing 1000 0*.
«-2
CHAPTER III.
Ort Specific Gravity.
40.	Some substances are from the nature of their coni]x> sition more weighty than others. We call gold a heavier meta) than lead, because we know by experience that a given volume of gold is more weighty than an equal volume of lead.
41.	We make a distinction between the terms weight and weigh tinenx.
We speak of the weight of a particular lump of gold or iron.
We speak of the weightiness of gold or iron, not referring to any particular lump, but to the social characteristics of the metals in question.
Further we say that gold is heavier than iron, having no particular lump of the metals in view, but expressing our notions of the degree of weightiness that is peculiar to either substance.
'I’his degree of weightincss is known by the name Specific Gravity.
Dek. The 'Specific Gravity of a eubetance it the degree oj w eight i nee* of that euhetance.
42.	If of two substances, one of which is twice as weighty ns the other, we take two lumps of equal volume, the weight of one lump is evidently twice that of the other: ami, generally, if one substance be .S' times as weighty as the other, the weight of any volume of the first is .S'times the weight of unequal volume of the < then Now by a substance, the measure of the specific rivitv of which is .S', we menu a substance which is S times as wri'ht) as the standard by w hieh specific gravities are vs'im dcd. Therefore any volume of this substance will weigh •S' times ns much as the equal volume of the standard.
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43.	The requisites for a Standard are that it should be definite and uniform, and these requisites are possessed by Pure Distilled Water at a certain temperature. This substance is therefore taken as the standard for estimating the specific gravities of solid bodies and inelastic fluids.
44.	When we say that the specific gravity of gold is 19, we mean that the specific gravity of gold is 19 times that of Pure Distilled Water, and therefore a given volume of gold weighs 19 times as much as the same volume of distilled water.
45.	To measure the Weight of a body we must have a unit of weight, and to measure the Volume of a body we must have a unit of volume. These units we may select in any way that may suit our purpose, and we connect them with the unit of specific gravity by the following convention :
The unit of specific gravity is (he specific gravity if that 'substance if which a unit of volume contains a unit of weight.
46.	To find the numerical relation existing between the measure of the specific gravity of a substance and the measures of the weight and volume of any given quantity of the substance.
. Let IV represent the measure of the weight of a substance, that is the number of times it contains the unit of weight.
Also, let V represent the measure of the volume of the substance, that is the number of times it contains the unit of volume.
And let S represent the measure of the specific gravity of the substance, that is tho number of times it contains the unit of specific gravity.
Then one unit of volume of this substance will weigh S times as much as a unit of volume of the standard substance, 'Art. 42) that is, its weight is S times the unit of weight.
Therefore the weight of V units of volume is VS times the unit of weight;
therefore the measure of the weight of V units of volume of the substance is VS;
but this measure we have denoted by IV;
:. W= VS
22
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47.	The equation VP= PS gives us merely the relation between three numbers, and two of these must be given in order that we may determine the third.
When we have found it we know the measured the weight or volume or specific gravity, as the case may be, and we must have the unit of weight, or of volume, or of specific gravity also given to enable us to determine the weight or volume or specific gravity of a particular substance. So that we may put it thus :
measure of weight = PS,
measure of volume =
VP
'S'
measure of specific gravity —
IP
and
weight = K^times (unit of weight),
VP
volume - -o- times (unit of volume).
VP
pecific gravity - & times (unit of specific gravity).
48.	A cubic foot of pure distilled water at a temperature of 62° Fahrenheit weighs about 998 oz., and for rough calculations it is assumed that the weight of a cubic foot of water is 1000 ounces.
Then if we take 1 cubic foot as our unit of volume and pure distilled water as our standard of specific gravity, the unit of weight will be 1000 ounces.
Or if we prefer to take lib. avoirdupois us our unit of weight and pure distilled water ax our standard of specific gravity, the unit of volume will lie J^ <i a cubic foot, that is 016 cub. ft.
ON SPECIFIC GPA PI TV. «3
49.	We shall next explain how quantities are measured ; and then we shall give three examples, worked out first on tho supposition that 1 cubic foot is taken as the unit of volume, and secondly, on the supposition that 1 lb. avoirdupois is taken as the unit of weight, so that the student may see that the same result must follow from both suppositions, and that such a choice may be made as to the units as may be suitable to any particular case.
* 50. To measure any quantity we fix upon some definite quantity of the same kind for our standard, or unit, and then any quantity of that kind is measured by finding how many times it contains this unit, and this number of times is called the measure of the quantity.
For example, if one pound avoirdupois be the unit of weight, the measure of 16 lbs is 16. Or, to put our calculations in a tabular form, we may give the following Examples:
Unit	Quantity.	Measure.
1 lb. avoird.	8 lbs.	8.
1 lb. avoird.	4 oz. 4
1 lb. avoird.	> n *	5760 1 lb. troy. 7000
1 cub. ft.	6| cub. ft.	6*5.
1 cub. ft.	3 cub. in.	- —. 1728
1000 oz. av.	..	14x 16 14 lbs. av. 1000
*016 cub. ft.	o cub. in.	--	—-. 1728 x 016
2 4
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51.	First, when 1 cubic foot is taken as the unit of volume, and consequently 1000 oz. as the unit of weight, to solve the following examples :
Ex. (1) The specific gravity of lead is 114, find the weight of 720 cubic inches of leadL
Here K=^ S=ll-4.
Weight required = VS (unit of weight)
_ / 720 i (1728X
= 4750 oz.
= 296 7 lbs. 8
times 1000 oz.
Ex. (2) If 5 cubic feet of a substance weigh 240 lbs., what is its specific gravity I
li	240 x 16
UcroHz=—y ,K=6.
IV	..	.
Sp. gr. required (unit of specific gravity)
240 x 16
1000
5
240 x 16
1000x5 '
(unit of specific gravity)
(unit of specific gravity)
- 768 (unit of specific gravity).
Ex. (3) What is the volume of a substance whose specific gravity is 9’6 and whose weight is 4200 lbs. /
4200x16 100«	u"-
Volume required—(unit of volume)
4*200 x 16
1000	।
——:— cull. ft.
— 7 cub. f l.
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52.	Secondly, when I lb. avoirdupois is taken as the unit of weight, and consequently 016 cub. ft. as the unit of volume, our examples will stand thus:
Ex. (1)
Here
9=11-4
1728x 016’" 1 4*
Weight required - VS (unit of weight)
17^ " 016 X ,W) time* 1 ,b-
= 296 'lbs.
8
Ex. (2)
Here	IV = 240, V = — .
’	016
W
Sp. gr. required = p- (unit of specific gravity)
	240 = $ (unit of specific gravity) 016 240 x 016 z .x „ = —-	(unit of specific gravity = '768 (unit of specific gravity).
Ex. (3)
Here	JT =4200, <9=9-6.
Volume required = — (unit of volume)
	420(1 . =	times'016 cub. ft 4200x 16	. ' 9'6 x 1000 CUb‘ ft*
- 7 cub. ft
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r>3. If a number of substances be put together to form a mixture, we shall generally have the following relations :
(1)	sum of measures of weights of compounds »measure of weight of mixture.
(2)	sum of measures of volumes of compounds=measure of volume of mixture.
Thus if icv wt, w3.....be the measures of the weights,
. ^ ®* *3,.........................volumes,
*1» *t, *3,.....................specific gra-
vities of the compounds, and
to, r, s the measures of the weight, volume and specific gravity of the mixture, we shall have
Wj+ «1+w# +...............= io,
^ + ^ + 0, +..............= »;
and therefore r^ + ty, 4- ty, 4-....................=	w,
«1	^t	«*3	*
1	4-	’ 4-	’+.............=	• .
Sj	*j	*3	*
Noth. Wo say that these relations hold generally, because in some cases, when substances are mixed, the volume of the mixture is not equal to the sum of the volumes of the two substances. For instance, 70 pints of sulphuric acid mixed with 30 pints of water will make a mixture of less than 99 pints.
54 I n applying these formulae to the solution of examples, we may take any unit of volume or of weight, adhering to it through the whole cdculation.
Ex. J) To find the specific gravity of a mixed metal com-l>osed of 5 cubic inches of copper, s|>ecific gravity 9. and N cubic inches of tin. specific gravity 7’2.
Sine« c, j| < rt8x — rg, if we take I cubic inch as the unit of volume, wo have
f, X <» + H x 7«2 (»4-«;#;
45 4-57'6 „, e- -•«'96 nearly
ON SPECIFIC GRAVITY. 27
Ex. (2) Ten pounds of fluid, specific gravity 1*05, are mixed with 15 pounds of distilled water. Find the specific gravity of the mixture-
if we take 1 lb. as the unit of weight, we have
10	15^25
105 + 1 ” # :
- 5 - £1® .
’' #“105 ’
105x5 105 1 AlA .
55.	The Density of a substance is the degree of closeness rith which the particles composing the substance are packed ‘ogether.
The difference between density and specific gravity may be stated thus: in estimating the density of a body we take into account the quantity of matter contained in a given volume: in estimating the specific gravity of a body we take into account the effect of the action of gravity on a given volume.
If we take the same substance, as pure distilled water, as that to which we refer as a standard in measuring the density and specific gravity of another substance, the measures of the density and specific gravity will be the same.
Examples.— III.
(1)	The specific gravity of copper is 8'91; find the weight of 512 cubic inches of copper, a cubic foot of water weighing 1000 oz
(2)	If 4 cubic inches of iron weigh as much as 72 cubic inches of amber, compare the specific gravities of iron and amber.
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(3)	The specific gravity of mercury being 13‘5, find the weight of one cubic inch of it, having given that a cubic foot of water weighs 1000 oz.
(4)	If two cubic feet of a substance weigh 100 lbs., what is its specific gravity ?
(5)	Find the weight of 36 cubic inches of cork, whose specific gravity is 0 24.
(6)	A cubic foot of water weighs 1000 oz., what will be the weight of a cubic inch of a substance whose specific gravity is 3 ?
(7)	What is the specific gravity of a body of which m cubic feet weigh n lbs. ?
(8)	Five cubic inches of iron weigh 22^ oz., what is the specific gravity of iron I
(9)	Twelve cubic feet of dried oak weigh 875 lbs., what is the specific gravity of the wood I
(10)	Twenty-six cubic feet of ash weigh 1371|lbs., what is its specific gravity I
(11)	A metal, whose specific gravity is 15, is mixed with half the volume of an alloy whose specific gravity is 12, find the specific gravity of the compound.
(12)	Two metals arc combined into a lump the volume of which is 2 cubic inches; 1A cubic inches of one metal weigh as much as the lump, and 2A cubic inches of the other metal weigh the same. What volume of each of the two metals is there in the lump?
(13)	Two substances whose specific gravities are 1’5 and 3D are mixed together, ami form a compouml whose specific gravity is 2'5; compare the volumes and also the weights oi the two substances.
(14)	The specific gravity of sea-water being 1'027, wind pro|s>rtion of fresh water must bo added to a quantity of sea-water that the specific "ravity of the ¡compound may be 1009?
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(15)	Equal weights of two substances whose densities are 3-25 and 2’75 are mixed together; find the density of the compound. *
(16)	Equal volumes of two substances whose specific gravities are 2’5 and 1'5 are mixed together; what is the specific gravity of the compound ?
(17)	Five cubic inches of lead, specific gravity 11'35, are mixed with the same volume of tin, specific gravity 7'3; what is the specific gravity of the compound ?
(18)	A mixture is formed of equal volumes of three* fluids; the densities of two are given and also the density of the mixture. What is the density of the third fluid?
(19)	Ten cubic inches of copper, specific gravity bD, are mixed with seven cubic inches of tin, specific gravity 7 3 ; find the specific gravity of the compound.
(20)	Three fluids, whose specific gravities are '7, '8 and 9 respectively, are mixed in the proportion of 5 lbs., 6 lbs., and 7 lbs. What is the specific gravityM the mixture I
(21)	The specific gravity of pure gold is 19'3 ami of copper 8'62 ; required the specific gravity of standard gold, which is a mixture of eleven parts of gold and one of copper.
(22)	When 63 pints of sulphuric acid, specific gravity 1'82, are mixed with 24 pints of water, the mixture contains only 86 pints. What is its specific gravity I
(23)	If three fluids the volumes of which are 4, 5, 6 and the specific gravities 2, 3, 4 arc mixed together, determine the specific gravity of the coinpound.
(24)	The specific gravity of quartz is 2 62, and that of gold 19'35; a nugget of quartz and gob I weighs 11'5 oz., and its specific gravity is 7’13; find the weight of gold in it.
(25)	An iron spoon is gilded, and the mean specific gravity of the gilded spoon is 8; those of iron and gold are 7'8 and 19'4: find the ratio of the volumes and weights of the metals employed.
CHAPTER IV.
On the Conditions of Equilibrium of Bodies under the Action 'f Fluids.
56.	When a body is wholly or partially immersed in a fluid, it is a general principle of Hydrostatics that the resultant pressure of the fluid on the surface of the body is equal to the weight of the fluid displaced. This principle wo shall prove for two cases in Articles 57 and 61.
(1)	When the body is ‘wholly immersed in the fluid:
(2)	When the body is partially immersed in the fluid.
57.	To find the resultant Pressure of a Fluid on a body wholly immersed and floating in a fluid.
Let /I be a body floating in a fluid and wholly immersed in it.
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Imagine the body removed and the vacant space filled with fluid of the same kind as that in which the body floated.
Then suppose this substituted fluid to become solid.
The pressure at each point of its surface will still be the same as it was at the same point of the surface of A
The solidified fluid is kept at rest by
(1)	The attractions exercised by the earth on every particle of its mass:
(2)	The pressures exercised by the fluid at the different points of its surface.
Hence the resulttints of these two sets of forces must be equal in magnitude and opposite in their lines of action.
Now the resultant of set (1) is called the weight of the solidified fluid and acts vertically downwards through its centre of gravity.
Hence the resultant of set (2) is equal in magnitude to the weight of the solidified fluid and acts vertically upwards through its centre of gravity.
Now since the pressures on the solidified fluid are the same :is on the body A, we see that the resultant pressure of the fluid on A is equal to the weight of the fluid displaced by A and acts vertically upwards through the centre of gravity of this displaced fluid.
This principle we shall now apply to the following Examples in Statics.
58.	Ex. I. find the conditions of equilibrium of a body touting in a fluid and wholly immersed in it.
The body A (see diagram in Art. 57) is kept at rest by
(1)	Its weight, acting vertically downwards through its centre of gravity:
(2;	The pressures of the fluid on its surface, the resultant of which is equal to the weight of the fluid displaced by A and acts vertically upwards through the centre of gravity of the fluid displaced.
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Hence
(1)	Weight of A = weight of fluid displaced by A :
(2)	The centres of gravity of A and of the fluid displaced are in the same vertical line.
These are the conditions of equilibrium.
Note. A difficulty often occurs with beginners in conceiving how a solid body can be in equilibrium in the midst of a fluid, neither rising to the surface nor sinking to the bottom. It may however be proved by experiment that a hollow ball of copper, such as is used for a ball-tap, may be constructed of such a weight relatively to its size that when placed in water it will remain where it is placed, just as the body A is represented in the diagram.
59.	Ex. II. Find the conditions of equilibrium for a body of uniform density wholly immersed in a fluid and in part supported by a siring.
Let a body the measure of whoso volume is Kbo suspended by a string from the fixed point A so as to float below the surface of a fluid.
'Hie body is kept at rest by
U) its weight,
(2 the pressure* of (he fluid on its surface,
(1; the torsion of the string.
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¿vow (1) is equivalent to a single resultant acting vertically downwards through the centre of gravity of the body,
(2)	is equivalent (by Art. 57) to a single resultant, equal to the weight of fluid displaced and acting vertically upwards through the centre of gravity of the fluid displace«!:
(and these two centres of gravity coinciding)
therefore (3) must act (see Statics, Art. 52) upwards in the vertical line through this common centre of gravity^
and (1) must be equal to the sum of (2) and (3).
Hence, if
S be the measure of the specific gravity of the body,
S' .............................. of the fluid,
T ..................of	the tension of the string,
there is equilibrium when
KS^ FS' + T
or T~P(S-&).
Ex. A piece of metal, whose, specific gravity is 7 3 ana volume 24 cubic inches, is suspended by a string so as to be wholly immersed in water. Find the tension of the string.
Taking 1 cubic inch as the unit of volume, and consequents
1000 n	c i
— oz- 48 “ie un1^ °* weight, 14 28
tension of string = 24 (7’3 — 1) x ^^ oz. 1728
24 x 6’3 x IvuO
1728	01
— 875 oz.
8.H.
8
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60.	Ex. (3) If a body of unif^ i density be immersed in a fluid and be prevented from rising by a string attached to the bottom of the vessel containing the fluid, find the tension of the string.
Let a body, the measure of whose volume is V, be kept under the surface of a fluid by a string fastened to J, a point in the base of the vessel.
The body is kept at rest by
(I)	its weight, acting vertically downwards,
(2)	the tension of the string, acting vertically down wards,
(3)	the resultant of fluid pressures on the body, acting vertically upwards.
Hence, if
T be the measure of the tension of the string,
.S’..........................specific gravity of the body,
,S'..........................specific gravity of the fluid,
since there is equilibrium,
VS+T US'-.
.-. T^ VS'- VS
«= V (S'-S).
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61.	To Jind the resultant pressure of a Jluid on a body partially immersed and floating in the flu id.
Let ABCD be a body partially immersed and floating in a fluid, the part BCD being below the surface of the fluid.
Imagine the body removed and the vacant space BCD filled with fluid of the same kind as that in which die body floated.
Then suppose this substituted fluid to become solid.
The pressure at each point of its surface wifi still be the same as it was at the same point of BCD.
The solidified fluid is kept at rest by
(1)	the attractions exercised by the Earth on every particle of its mass,
(2)	the pressures exercised by the fluid at the different points of its surface*
Hence the resultants of these two sets of forces must be equal in magnitude and opposite in their lines of action.
Throughout this chapter the space occupied bv the air is supposed to be a vacuum.
3—2
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Now the resultant of set (1) is called the weight of the solidified fluid, and acts vertically downwards through its centre of gravity.
Hence the resultant of set (2) is equal in magnitude to the weight of the solidified fluid, and acts vertically upwards ' through its centre of gravity.
Now since the pressures on the solidified fluid are the same as on the surface BCD, we see that the resultant pressure of the fluid on the floating body is equal to the weight of the fluid displaced, and acts vertically upwards through the centre of gravity of the displaced fluid.
This principle we shall now apply to the following examples in Statics.
62.	Ex. I. Find the conditions of equilibrium, of a body floating and partially immersed in a fluid of uniform density.
The body A BCD (see diagram in Art. 63) is kept at rest by
(I)	its weight acting vertically downwards through its centre of gravity,
(2)	the pressures of the fluid on the surface BCD, the resultant of which is equal to the weight of fluid displaced by the body, and acts vertically upwards through the centre ol gravity of the fluid displaced.
Hence
. 1) weight of the Imdy — weight of fluid displaced;
(2)	the centres of gravity of the body and of the fluid displaced are in the same vertical lino.
These are the conditions of equilibrium.
BODIES UNDER THE ACTION OE EL UI DS. 31
63.	Ex. II. When a body of uniform density float* m a .fluid, the volume of the part immersed is to the rotume of the whole body as the specific gravity of the body is to the specific /racily of the fluid.
Let Fbethe measure of the volume of the whole body ABCD, r...............................1«irt immersed BCD.
S....................specific gravity of the body,
S'...................specie gravity of the fluid.
Then since, Art. 62, weight of floating body - weight of displaced fluid, V.S^ K'. S';
*	:. r : r :: .S' : S'.
Ex. A solid, whose specific gravity is -4, floats in a fluid whoso specific gravity is 1-2. What part of the solid is below the surface ?
Let x bo the measure of tho part immersed, m tho measure of the whole body.
Then	x : m = ‘4 : 1*2;
.	’4	4	1
’ ^l?™’^^*
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64.	The Hydrostatic Balance.
The Hydrostatic Balance is a common balance with a hook attached to the bottom of one of the scales from which a solid may be suspended and weighed successively (1) in air and (2) when immersed in a fluid.
Call the scale to which the hook is attached J and the other scale B. Then by the weight of the solid in air we mean the weight which when placed in /> balances the solid suspended in air from A.
And by the weight of the solid in the fluid wo mean the weight which when placed in B balances the solid suspended from A so as to be immersed in the fluid.
The difference between these weights is caused by the pressures of the fluid on the surface of the solid, the resultant of these pressures being a force acting vertically upwards and, equivalent to the freight of the find displaced by the solid.
Now if F be the measure of the volume of the solid,
A"...............................specific	gravity of the fluid,
measure of weight of fluid displaced by the solid VS'.
65.	To compare the specif c gravities of a solid, and a ¿aid by means of the Hydrostatic Balance.
Let V be the measure of the volume of the solid, ,s‘.........................specific gravity of the solid.
H...............................specific	gravity of the fluid,
^................................ weight	of the solid in air.
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Case [. When the solid is of greater specific gravity than the fluid.
Let W' be the measure of the weight of the solid in the fluid, then W— W' = the measure of the weight of fluid displaced by the solid,
= PS'.
Also	W= PS;
, PS W " VS' ■ w- w*
8 _ W
S' ■ W- IP’
and thus 8 and S' may be compared.
Case II. When the solid is of less specific gravity than the fl aid.
Attach to the solid some heavy substance, called the sinker, which will make the solid sink with it in the fluid.
Let w be the measure of the weight of the two bodies in air,
x ......................................................in the fluid,
y ................................................sinker	in air,
* ......................................................in the fluid.
Then
w -x = measure of weight of fluid displaced by the two bodies, y — z = ...............................the	sinker.
Subtracting, rr—ar—y + z —measure of weight of fluid displaced by the solid
= PS';
also	W= PS;
w—x—y+z S'
A W ^S’
and thus S and S may bo compared.
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66.	The common Hydrometer.
The common Hydrometer consists of a straight stem AB terminating in two hollow spheres C and D. D is usually loaded with mercury, so that the instrument may float in a fluid with the stem vertical.
The instrument is used in comparing the specific gravities of two fluids. The stem is marked with graduations by means of which it can bo seen what part of the instrument is below the surface of the fluid in which it floats.
When the instrument is placed in a fluid the measure of whose specific gravity is S, suppose that the measure of the bulk of the part immersed is V.
When the instrument is placed in a fluid the measure of whose specific gravity is S', suppose that the measure of the bulk of the part immersed is V’.
Thun weight of hydrometer weight of first fluid displaced
V. S times tho unit of weight; and weight of hydrometer weight of second fluid displaced
= V. S' times tho unit of weight:
:.VS r,N\
.-. .S’ ; S’ .: Ft F;
and thus S and SI may bo compared, since V and V are known from the graduations.
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67.	Nicholson's Hydrometer.
'Phis instrument consists of a hollow cylinder of copper A, from which a slender steel wire rises, supporting a dish C. An iron stirrup fixed to the lower end of A supports a heavy dish D. A fine well-defined mark is placed at some point B on the steel wire.
This instrument is used for two purposes :—
(1)	To compare the specific gravities of a solid and a fluid.
Let JV be the measure of the weight which placed in C causes the hydrometer to sink in the fluid till the surface of the fluid meets the steel wire in B.
Place the solid in C and let X he the measure of the weight added to make the instrument sink to B.
Place the solid in D and let Y bo the measure of the weight placed in C to make the instrument, sink to B.
Then measure of weight of solid in air= tY- X, .........................in the fluid = IV— Y, .*. measure of weight of fluid displaced by solid =\lV-Xj-(W-Y * = Y-X;
. 8. G. of solid _ IV -X ’*• 8. G. of fluid " Y-X'
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(2)	To compare the specific gravities of two fluids.
Let IV be the measure of the weight of the hydrometer, x and y the measures of weight to be placed in O' to make the instrument sink to B in each fluid.
The measure of weight of first fluid displaced =W+x,
.............................second........... = W+y, and, since the volume is the same in both cases,
S. G. of first fluid _ W+x
S. G. of second fluid — W+y'
68.	To compare the specific gravities of two fluids by weighing the same solid in each.
Let S and S be the measures of specific gravities of the fluids,
w and w' the measures of weights of the solid when immersed in the respective fluids,
IV the measure of weight of the solid in air.
Then IK-w - measure of weight of fluid displaced by solid in one case,
IV -w’ -measure of weight of fluid displaced by solid in the other case ;
S _ \V-w "S’- IV-wf’
and thus 8 and S' may be compared.
Examples.—IV.
(1)	A piece of glass when weighed in water loses ^ths of its weight; what is its specific gravity?
(2/	Find the pressure on 28 miles of a submarine telo-graphic cable whoso circumference is 3 inches, the depth of the Cable below the surface of the sea being 480 foot, and the specific gravity of sea water 1026.
(3)	A body whose specific gravity is 3*3 floats on a fluid whose specific gravity is 4 1; what ¡»ortion of the body will bo immersed I
(4)	If the specific gravity of standard gold be 19*4, and the weight of a sovereign in air be 5 dwts. 2j grs., find its weight in water.
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(5)	If a substance weigh 8 lbs. in air and 6 lbs. in water, what is its specific gravity 1
6)	A cylindrical tub of given weight floats with one-fourth of its axis below the surface of a fluid: find the least weight which will totally immerse the tub.
(7)	A body whoso specific gravity is 1*4 floats in a fluid whose specific gravity is 2*1; what portion of the body is immersed ?
(8)	A leaden bullet, weighing I oz., is placed in a glass of water standing on a table; find the pressure of the bullet on the bottom of the glass, the specific gravity of lead being 114.
(9)	A cubic inch of cork floats in water ; find the weight which must bo placed upon it to cause the half of it to be immersed, the specific gravity of cork being *24, and the weight of a cubic foot of water 1000 oz.
(10)	A cork, whose weight is 1 oz. and specific gravity *25, is attached by a string to the bottom of a vessel containing water so that tho cork is wholly immersed. What is the tension of the string ?
(11)	A person supports a ball of lead, weighing 4G oz. and of specific gravity 115, wholly immersed in water, by holding the end of a string attached to the ball. What is the tension of the string 1
(12)	A vessel containing water is placed in one scale of rebalance and weighs 1 lb. A piece of wood of specific gravit, *24 and volume 1 inch is attached to the bottom so as to i immersed. What weight will now balance the vessel /
(13)	A cube hanging by a strnig is half immersed in water If the weight of the cube be a pound, and its specific gravity three times that of water, what will be the tension of the string '
(14)	A certain substance weighs 30 oz. in water, and 42 oz. out of water. What is its specific gravity 1
(15)	A substance weighs 14 lbs. in water and 2560 oz. out of water. What is its specific gravity 1
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(16)	A substance weighs 12 oz. in air: a substance weighing 20 oz. in water is attached to it, and the two together weigh 18 oz. in water. What is the specific gravity of the former substance ?
(17)	A piece of mahogany weighs in air 375 grains, a piece of brass weighing 380 grains in water is attached to it, and the two together weigh in water 300 grains. What is the specific gravity of the mahogany i
(18)	A piece of metal weighs 113 grains in water and 120 grains in air. What is its specific gravity ?
(19)	A piece of calcareous spar weighs in air 190 grains and in water 120 grains. Find its specific gravity.
(20)	A body weighs 4 oz. in vacuo, anil if another body which weighs 3 oz. in water be attached to it the two together v.eigh in water 2^oz. Find the specific gravity of the former Hody.
(21)	A piece of wood weighs 12 lbs., and when attached to 22 lbs. of lead and immersed in water the two together weigh s lbs. If the specific gravity of lead bu 1 r35find the specific gravity of the wood.
(22)	If the sinker be equal in magnitude to the substance whose specific gravity is required, but double its weight in vacuo, and if the two together weighed in water would balance the sinker in vacuo, what is the specific gravity of the substance ?
(23)	The specific gravity of cork is *24, and the weight of a cubic foot of water is 1000 oz. ; find the pressure necessary to hold down under water a cubic foot of cork.
(24)	A cylinder floats vertically in a fluid with 8 feet of its length above the fluid; find the whole length of the cylinder, the specific gravity of the fluid being three times that of the cylinder.
(25;	A cylinder floats with ¿th of its bulk above the surface of a fluid whose sjtocific gravity is 825, find the specific gravity of the cylinder.
CM) Why is it easier to swim in salt water than in fresh I
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(27)	Water is poured into a vessel containing mercury, and an iron cylinder allowed to sink through the water floats with its axis vertical in the mercury. If the cylinder lie I inch in length, find the length of the portion immersed in the mercury. The specific gravity of iron is 7'8, and that of mercury 13-6.
(28)	A body, whose specific gravity is *5, floats on water; if the weight of the body be 1000 oz., find the number of cubic inches of it above the surface of the fluid.
(29)	A body containing 12 cubic inches weighs in air 8 lbs.; determine its weight in water.
(30)	If a cube float on water with one face horizontal, and a body weighing ——- oz., when placed upon it, make it sink through an inch, find the size of the cube: a cubic foot of water weighing 1000 oz.
(31)	What is the specific gravity of a substance, if a hollow rectangular box, ten inches long, eight inches wide, six inches deep, and a quarter of an inch thick, if made of this substance, will just float in water I
(32)	A lamina in the form of an equilateral triangle floats on a fluid with one of its sides horizontal and its vertex down-w irds. If the density of the triangle ’»e one-third that of the fluid, find the depth of its vertex below the surface.
(33)	A triangular lamina of uniform thickness floats in a vertical position with its base horizontal and its sides half immersed in a fluid : compare the specific gravity of the lamina with that of the fluid.
(34)	A symmetrical body, weighing 8 lbs., with a weight on the top floats just immersed in a fluid: how heavy must the weight be, in order that, when it is removed, the box may float with only one-third of it immersed I
(35)	Find the specific gravity of a material such that a cylinder formed of it four inches long floats in water with three inches immersed.
(36)	If a cubic foot of water weigh 1000 oz., and a cubo whose edge is 18 inches weigh 2250 oz., how far will a cylinder whose length is 3 inches, formed of the same materia) as the cube, sink in water ?
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(37)	A body, whose specific gravity is 2'7 and weight in vacuo 3 lbs., when immersed in a fluid weighs 2 lbs.; find the specific gravity of the fluid.
(38)	The specific gravity of mercury is 13’5 and that of aluminium is 2’6; how deep will a cubic inch of aluminium sink in a vessel of mercury ?
(39)	If a body floats on a fluid two-thirds immersed, and it requires a pressure equivalent to 2 lbs. just to immerse it totally, what is the weight of the body 1
(40)	If a body weighing 3 lbs. floats on a fluid one-half immersed, what pressure will sink it completely ?
(41)	A piece of cork (s. o. = *24) containing 2 cubic feet is kept below water by means of a string fastened to the bottom of a vessel; find the tension of the string.
(42)	Two bodies whose weights are trx and wt in air, weigh each ir, in water ; compare their specific gravities.
(43)	The cavity in a conical rifle bullet is usually filled with a plug of some light wood. If the bullet be held in the '•"••d beneath the surface of the water, and the plug be then .o.oovcd, will the apparent weight of the bullet be increased er diminished ?
(44)	A body, whose weight in air is 6 lbs., weighs 3 lbs. and *Jbs. respectively in two different fluids; compare the specific gravities of the fluids.
(45)	A body whoso specific gravity is 7'7 and weight in vacuo 7 lbs, when immersed in a fluid weighs 6 lbs.; find the specific gravity of the fluid.
MG) A solid sphere floats in a fluid with three-fourths of its bulk above the surface : when another sphere half as large ( again is attached to the first by a string, the two spheres float * at rest below the surface of the fluid ; show that the specific gravity of one sphere is G times greater than that of the other.
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(47)	A piece of copper (s. g. = 8 85) weighs 887 grains in water, and 910 grains in alcohol; find the specific gravity of the alcohol.
(4S)	A uniform cylinder, when floating vertically in water, sinks a depth of 4 inches ; to what depth will it sink in alcohol of specific gravity 0'79 ?
(49)	A compound of silver (s g. —10'4) and aluminium (s. a. = 2'6) floats half immersed in a vessel of mercury (s. G.= - 13 5). What weight of silver is there in 10 lbs. of the oom pound?
(50)	An iron rod weighing 10 lbs. is supported by means of a string, one-half of the rod being immersed in water. What force is exerted by the string, the specific gravity of iron being 78?
(51)	A piece of silver weighing 1 oz. in air weighs 905 oz. in water, what is its specific gravity ?
(52)	Two bodies weighing in air 1 and 2 lbs. respectively arc attached to a string passing over a smooth pulley; the bodies rest in equilibrium when they are completely immersed in water. If the specific gravity of the first body be twice that of water, find the specific gravity of the second.
(53)	A cylinder 9 inches in height, specific gravity J, floats in water with its axis vertical; find the height of the surface of the cylinder above the surface of the water.
(54)	Shew that if each division of the stem of the common hydrometer contains —th part of the bulk of the hydrometer, the ratio of the specific gravities of two fluids, in which the hydrometer floats with x and y divisions of the stem out of the fluid respectively, is equal to m-y :m—x.
(55)	To a body which weighs 3 lbs. in air a piece of lead which weighs 5| lbs. in air is attached, and the two together weigh l|lbs. in a fluid whose specific gravity is 4. Find the specific gravity of'the body, that of lead being 11.
(56)	A substance weighs 10 oz. in water and 15 oz. in alcohol, the specific gravity of which is *7947 times that of water: find the number of cubic inches in the substance, taking the weight of a cubic foot of water as 1000 oz.
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(">7	) A block of ice, the volume of which is a cubic yard, is observed to float with ^ths of its volume above the surface, and a small piece of granite is seen embedded in the ice ; find the size of the stone, the specific gravities of ice and granite being respectively ’918 and 265.
(58)	A cubical block of wood weighs 12 lbs.; the same bulk of water weighs 320 oz.; what part of the wood will be below’ the surface when it floats in water ?
(59)	A board 3 inches thick sinks 2| inches in water: what will a cubic foot of the same wood weigh, if a cubic foot of water weigh 1000oz.?
(60)	The specific gravity of beech-wood is ’85. What portion of a cubic foot of that wood’will be immersed in sea water whose specific gravity is 1’03 ?
(61)	A cubical iceberg is 100 feet above the level of the sea, its sides being vertical. Given the specific gravity of sea water = I 0263 and of ice = ’9214, find the dimensions of the iceberg.
(62)	If a body of weight JV float with three-quarters of its volume immersed in fluid, what will be the pressure on a hand which just keeps it totally immersed I
(63)	Two hydrometers of the same size and shape float in two different fluids with equal portions above the surfaces ; and the weight of one hydrometer ; that of thoothcr :: m : n ; compare the specific gravities of the fluids.
(64)	A hydrometer, loaded with 40 grains, sinks 4 inches hover when floating in a fluid whose specific gravity is ’3 than in water ; without the weight it rises in the water one-twelfth of an inch higher : find the weight of the hydrometer.
(65)	If the volume between two successive graduations on th<* stem of a hydrometer be |6’00th part of its whole bulk, and it floats in distilled water with 20 divisions, and in sea water with l<; divisions, above the surface; find the specific gravity of sea water.
(66	A piece of lead is found to weigh 13 lbs. in water, and when a block of wood weighing Gibs, is attached to it the two together weigh 8 lbs. in water. Find the specific gravity of the wood.
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(67)	What is the weight of a hydrometer which sinks as deep in rectified spirits, specific gravity 866, as it sinks in water when loaded with 67 grains ?
(68)	The weight of a body A in water of specific gravity = 1 is 10 oz., of another body B in air whose specific gravity = ’0013 is 15 oz.; while A and B connected together weigh 11 oz. in water: shew Wat the specific gravity of B is 10713.
(69)	A substance weighs 20oz. in water and 25 oz. in alcohol, the specific gravity of which is 7.947 times that of water ; find the number of cubic indues in the substance, taking the weight of a cubic foot < / water as 1000 oz.
CHAPTER V.
On the Properties of Air.
69.	The thin and transparent fluid which surrounds us on all sides, and which wo call the Air or the Atmosphere, is a material body which possesses weight and resists compression. We can prove by experiment that even a small mass of air has an appreciable weight, by exhausting the air from a glass vessel (by a process which we shall describe in the next article). We then find that the vessel weighs less than it weighed before the air wsm taken out of it
That tho air resists compression is evident from tho force required to drive down the piston of a syringe when the open end is closed.
Every body exposed to tho atmosphere is subject to a pressure of nearly 15 pounds on each siptaro inch of its surface. We feel no inconvenience from this great pressure, because tho solid parts of our bodies are furnished with incompressible fluids, ca|>able of supporting great pressures, while the hollow parts are tilled with air like that which surrounds us. Also, since the atmosphere aids equally on all parts of our bodh s, w<; have no difficulty in moving.
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70. Hawksbce's or the common Air Pump.
A B and DE are two pistons with valves opening upwards, which arc worked up and down two cylindrical barrels by means of the toothed wheel W in such a way that one piston descends as the other ascends. The barrels communicate, by means of valves at C and F opening upwards, with a pipe leading into a strong glass vessel V called the receiver.
Suppose B to be at its lowest position and therefore E at its highest position. Then as B ascends the valve at B closes, and the air in the receiver and pipe opens C and expands itself in the barrel. As soon as B begins to ascend E begins to descend, the valve at E opens, the valve at F remains closed.
The air which before occupied the receiver and pipe, now occupies the receiver, the pipe, and one of the barrels, and is therefore rarefied.
Now let the wheel be turned back: then as E ascends the valve at E closes and F is opened, and meanwhile B is opened as it descends, and C being closed, a quantity of the rarefied air is taken from the receiver and pipe.
This process may be continued till the air in the receiver is so rarefied that it cannot lift the valves at C and F, and then the action of the instrument must cease.
j___o
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71.	Smeaton's Air Pump.
AC in a cylindrical barrel communicating with a strong vessel 7) called the receiver. At A and C, the ends of the barrel, are valves opening upwards.
A piston with a valve 17 opening upwards works up and down the barrel. Suppose the piston to be in its lowest position. Then as the piston ascends, the pressure of the air being removed from the upper surface of the valve at C, the air in 1)^' opens a and expands into the barrel, while the valve at E is closed by the pressure of the atmosphere.
Thus a quantity of air is drawn away from the receiver. As soon as the piston begins to descend, the valve at A is closed, /I opens and C is closed, and no external air comes into the barrel or receiver.
When the piston again ascends the air in the barrel i* again d'awn out
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The only limit to the exhaustion of the air by this pump arises from the difficulty in making the piston come into close contact with the valves at A and C.
Note. The advantage of Smeaton’s Air Pump is that since the valve at A closes as soon as the piston begins to descend it relieves B from the pressure of the atmosphere, and the valve at B is opened by a very slight pressure from the air beneath. Hence this pump is capable of producing a greater degree of exhaustion than Hawksbee’s.
72.	Tc find the density of the air in the receiver of Smeaton’s Air Pump after n ascents of the piston.
Let the measures of the capacities of the receiver and the barrel be respectively x and y.
Then the air which occupied the space whose measure is x when the piston was at C* will occupy the space whose measure is # + y when the piston comes to A,
density after one ascent x density at first ¿ + y'
.*. density after one ascent =	—. (density at first).
x + y
Similarly,
density after second ascent - . * (density after one as
and so on ;
;. density after nth ascent (7,1. (density at first)
S + V.
The same formula is applicable to Hawksbee’s Air Pump, if a represent the measure of the capacity of the receiver and pipe, and y the measure of the capacity of each of the barrels.
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73.	The Barometer.
The Barometer is an instrument for measuring the pressure of the atmosphere.
If we take a glass tube about 32 inches long, open at A and closed at B, and fill it with mercury : if we then close the end A, invert the tube, place it in a vessel full of mercury, called the basin, and then remove the stoppage from A, the mercury in the tube will sink a little, leaving a vacuum in BC, and resting when the height of the column (ID, that is, the distance of the surface of the mercury in the tubo from the surface of the mercury in the basin, is from 28 to 31 inches.
That the column (ID is supported by the pressure of the atmosphere may bo shewn by placing the instrument under the receiver of iui air pump. Thon as the air is exhausted« the mercury will sink in the tube, and if all the air could bo pumped out the mercury would sink entirely into the vessel. This experiment proves that the pressure of the air on the exjtoscd surface of the mercury in the basin sustains the column of nwuurv in the tube.
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74.	To shew that the pressure of the atmosphere is accurately represented by the weight of the column oj mercury in the Barometer.
Take in the surface of the mercury in the basin an area M equal to the area of the horizontal section of the tube at I).
Then area Jf=area of the base of the column of mercury in tho tube, and since these areas are equal and in the same horizontal plane, the pressures on them are equal.
Now pressure downwards on M—atmospheric pressure on area M, and pressure downwards at D - weight of column of mercury CD.
Therefore tho atmospheric pressure on area M is equal to tho weight of tho column of mercury CD.
It follows then that the atmospheric pressure on any area is equal to the weight of the column of mercury iu the barometer, having the same area for its base.
Consequently the weight of the column of mercury in the barometer is the proper representative of the pressure of the atmosphere on a given surface.
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75.	Hence it follows that the height of mercury in the barometer is proportional to the pressure of the atmosphere.
I f then we have a vertical tube of uniform bore filled up to the level D with mercury, if I) be exposed to the atmospheric pressure and if J/ be some other level in the tube, and if h be the height of the barometric column,
of the column
pressure at 7) _ weight of a column of mercury of height h pressure at M — weight of a col. of mercury of height (h + DAT) *
h
~ h^DAT
76.	To Ji nd the Atmospheric Pressure on a Square Inch,
The pressure of the atmosphere on a square inch is determined by finding the weight of a column of mercury whose base is a square inch and whose height is the same as the height of the column of mercury in the barometer.
Taking the specific gravity of mercury as 13’6, the weight of a cubic foot of distilled water as lOOOoz., and the height of the barometric column at the level of the sea as 30 inches, we have pressure of atmosphere on a square inch
K’OO .
30 x 1 x 1 x , - x 13 6) ounce«,
1728 J
30 x 1000 x 130
1728x 10
ounces,
■■236^ ounces,
- HM lbs.
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77.	In estimating the pressure at a point in the interior of fluid exposed to the atmospheric pressure, we must add to the pressure on a unit of area containing the point the atmospheric pressure on a unit of area.
Suppose for instance we have to find the pressure at a depth of 100 feet in a lake, 1) neglecting atmospheric pressure, (2) taking the atmospheric pressure into account.
Take a square inch as the unit of area: then
(1	) Pressure at depth of 100 feet on a square inch
= weight of a column of water 100 feet in height, resting on a base of a square inch
= weight of a column of water whose cubic content is (100 x 12 x 1 x 1) cubic inches
I20” X 1000
1728
oz.
1200 x 1000 ..
lbs.
1728 x 16
= 43^ lbs.
72
(2	; Pressure at depth of 100 feet on a square inch
/ 29	\
= (43 „2 + 15 I lbs. nearly,
29
= 58 —lbs. nearly.
78	The Atmosphere is most dense at the surface of the Earth, and its density diminishes with its height. Hence as one ascends a mountain the weight of the incumbent air is diminished, and the mercury in the barometer sinks. Thus the barometer furnishes a means of ascertaining approximately the height of a mountain.
79.	A Barometer might bo formed with any fluid, but mercury is preferred to other fluids because of its great density. A Water-barometer must-have a tube of great length, since the atmosphere supports a column of water more than 13 times as high as the column of mercury supported in the mercurial barometer.
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80.	The pressure of a given quantity of air, at a given temperature, varies inversely as the space it occupies.
The following proof by experiment establishes the truth of this law.
ABC is a bent tube, cylindric.il, uniform and vertical. The branch AB is much longer than the branch BC. The ends arc open.
Mercury is poured drop by drop into the end A till the surface of the mercury in the two branches stands at the same level at P and Q. The end C is then closed.
Thon the pressure of air in CT^the atmospheric pressure.
Let mercury be again poured in at A, (the effect of which is to compress the air in Clf) till tin* surface of the mercury in the shorter branch stands at ll, halfiray between C and Q.
It. is then found that the mercury in the longer branch will stand at a point D, such that the length of the column of mm-ury DM (M bring level with It) is exactly equal to the height <>f the barometer at the time of making the experiment.
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Now pressure at Acupressure at R.
But pressure at Af= weight of column of mercury CW + pressure of atmosphere at I),
= atmospheric pressure + atmospheric pressure twice the atmospheric pressure;
.'. pressure of the air in CR- twioe the atmospheric pressure.
Hence the pressure of the air in PR is twice as great as was the pressure of the air in CQ.
That is, when the given quantity of air in CQ has been compressed into Aa//'thc space, the pressure of the compressed air is twice an great as it was at first.
81.	The proof given in the preceding Article may be put in a more general form. R being/wy point between Cand Q, thus :—
Let mercury be again poured in at A till the surface of the mercurv stands at I) and R in the branches, and let AT be level with R.
Then it is found that if the spaces CQ, CR successively occupied by the air be measured, and if A be the height of the barometer at the time of performing the experiment,
space CQ _ // + DM space CR — h
Now it is clear by Art. 75,
pressure supporting air in CQ _ A pressure supporting air in CR “ h + DM*
. pressure of air in CQ CR pressure of air in CR ~ CQ'
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Cor. Hence we can shew that the elastic force of air varies as its density.
For since the same quantity of air is confined in CQ and CR
density of air in CR : density of air in CQ
:: CQ : CR
:: pressure of air in CR : pressure of air in CQ.
82.	The Condenser.
AO is a cylindrical barrel with a valve at the bottom, C, opening downwards into a vessel H, called the receiver. A piston with a valve A, opening downwards, works in the barrel.
Suppose the piston to bo at the top of the barrel. When the piston descends, the air in the barrel being condensed doses the valve at A, and opens the valve at C. Thus the air which was contained in the barrel is forced into the receiver. When the piston is raised again, the denser air in H keeps the valve at C closed, while the pressure of the atmosphere opens A, and the barrel is refilled with atmospheric air, which is forced into the receiver at the next descent of the piston.
The process may be continued till the required quantity of air bus been forced into H
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S3. To find the density of the air after n descents of the piston.
Let .c and y be the measures of capacities of the receiver and barrel respectively.
Then the air which occupied the space whose measure is .c + y. when the piston was at the top of the barrel, will occupy the space whose measure is a? when the piston comes to the bottom of the barrel ;
density of air in receiver after one descent _ x + y density of air at first	“ x ’
x y
•. density of air after onedescent -	. (density of air at first).
Similarly,
•W 4-density after second descent= --- . (density of air at first)
and so on;
*. density after nth descent-'6 * '^.(density of air at first).
Exampi.es. - V.
(1)	If the capacity of the receiver in Smeaton’s Air Pump be ten times that of the barrel, what will be the exhaustion produced by six strokes of the piston /
(2)	Kind the pressure of the air in the receiver of an Air Pump after two strokes of the piston, the volume of the receiver being eight times that of the barrel.
(3)	Find the ratio of the volume of the receiver to that of the barrel in the Air Pump, if at the end of the third stroke the density of the air in the receiver : the original density :: 729 : 1000.
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(4)	Is it necessary that the section of the tube through which the mercury rises in the barometer should be the same throughout ?
(.5	) Assuming that a cubic foot of water weighs 1000 o*. and a cubic inch of mercury weighs 7$ oz., find the pressure on a square inch at a depth of 90 feet below the surface of the sea, when the barometer stands at 30 inches.
G If the area of a section of the basin of a barometer Jie 10 times that of a section of the tube, and the mercury fall I.J inches in the tube, find the true variation in the height of the mercury, and draw a figure representing the instrument.
(7)	If a hole were made in the tube of a barometer, what would be the effect ?
(8)	If the weight of the column of mercury which is above the exposed surface in a barometer be an ounce, and the area of the transverse section of the tube J- of a square im.h, what is the pressure of the atmosphere on a square inch?
(9)	When the mercurial barometer stands at 30 inches, what will be the height of the column in a barometer filled with a fluid of specific gravity 3'4, the specific gravity of mercury being 13’6 I
(10)	If a piece of iron float in the mercury contained in the tube of a barometer, will it have any effect on the indication of the instrument ? *
(11)	Ifabody were floating on a fluid, with which the air was in contact, and the air were suddenly removed, would the body rise or sink in the fluid I
(12)	What would be the effect of admitting a little air into the upper part of the tube of the Barometer ?
(13)	A pipe carries rain water from the top of a house to a large tank, the surplus water in which escapes through a valve in the top which rises freely. A weight of 21 lbs is placed on it, and it is found th.it the water rises in the pipe to the height of 20 feet before the valve opens. Find its area, assuming that the height of the Wat t Barometer is 34 feet Mid the atmospheric pres-ure 15 lbs. on the square inch.
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(14)	A cylinder filled with atmospheric air, and closed by an air-tight piston, is sunk to the depth of 500 fathoms in the sea; required the compression of the air, assuming the specific gravity of sea-water to bo 1 027, the specific gravity of mercury 13’57, and the height of the barometer 30 inches.
(15)	A barometer is sunk to the depth of 20 feet in a lake: find the consequent rise in the mercurial column, the specific gravity of mercury being 13’57.
(16)	If a body, exposed to the pressure of the air, float in water, prove that it will rise very slightly out of the water as the barometer rises, and sink a little deeper as the barometer falls.
(17)	Water floats on mercury to the depth of 17 feet, compare the atmospheric pressure with the pressure at a point 15 inches below the surface of the mercury, taking into account the atmospheric pressure on the surface of tho water, having given that the heights of the mercurial and water barometers are 30 inches and 34 feet respectively.
(18)	Explain clearly why a balloon ascends.
(19)	Explain how it is that a bladder filled with air, will, if conveyed deep enough in the sea, sink to the bottom.
(20)	What would be the height of the column of mercury (s. g.= 13’56) corresponding to a pressure of ’4 lbs. 2oz. on the square inch /
(21)	A cubical vessel full of air, whose edge equals 6 inches, is closed by a weightless piston. Find the number of pounds which must be placed on the piston in order that it may rest in equilibrium at a distance of 2 inches from the bottom of the vessel: the pressure of the atmosphere being 15 lbs. on a square inch.
(22)	Tho lower valve of a pump is 30 feet 4 inches above the surface of the water to be raised : find the height of tho barometer when the pump ceases to work, the specific gravity of mercury being 13’6.
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(23)	Tt is found that the cork of a bottle is just driven out when the pressure of the air within is double that without; the bottle is then tilled with mercury and inverted, and it is again found that the cork is just driven out. Given that the barometer was standing at 30 inches at the time, find the height of the bottle.
(24)	Find the ratio of the volume of the receiver to that of the barrel in a Condenser, if at the end of the third stroke the density of the air in the receiver : its original density :: 3 : 2.
(25)	A hollow cylinder closed at the upper end and open at the lower is depressed from the atmosphere into water, its axis'being kept vertical, anti is found to float with its upper end in the surface of the water. What will be the effect on the cylinder of an increase of atmospheric pressure I
\
<¿26	) If the volume of the cylinder in a Condenser be onefifth the volume of the receiver, find the pressure at any point of the latter after 20 strokes.
(27)	The pressure at the bottom of a well is double that at the depth of a foot; what is the depth of the well if the pressure of the atmosphere bo equivalent to 30 feet of water ?
(28)	A cubic foot of water weighs loOOoz.; what will be the pressure on each square inch of the base of a cube whose edges arc 10 inches, when filled with water?
(29)	A cubic foot of water weighs 1000 ounces, and the pressure of the air on a square inch is 236 ounces; find the pressure on 16 square inches at a depth of 9 feet below the surface of a pond.
(30)	If J, B, C, be three points in a uniform fluid at re^t. the three points being in the same vertical line, and the difference of the pre sines :<t. I and //: difference of the pres-Mires at A ami ^'hh /< : 7. lied Ilir ratio o| .1/1 to Ji('.
(31)	Explain the principle of the Air gun.
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(32)	If the area of the basin of a barometer bo 17 times that of a section of the tube, how ought the stein to be graduated in order that the reading may give the true height of the barometer ?
(33)	If the specific gravity of mercury be 13’57, and the weight of a cubic inch of water 252 6 grains, find the pressure of the air on a square inch in lbs., when the mercury in the barometer stands at 30*5 inches.
(34)	If the tube of a barometer bo 36 inches long, and, on account of air being in the upper part, the instrument stands at 27 inches, when a correct instrument stands at 30 inches, what length of tube would the air fill when reduced to atmospheric density (
(35)	The specific gravity ui the weights employed by jewellers, for weighing precious stones, is greater than that of the stones themselves. Is it more advantageous for the jeweller to sell stones when the barometer is high, or when it is low I
(36)	A tube closed at both ends ami 2s inches long is half filled with mercury, the remaining portion being occupied with air at atmospheric pressure. If the tube be pirn I in a vertical position with the mercury uppermost, and the upper end be opened, find how far the mercury will sir'.., the height of the barometer at the time being 28 inches.
CHAPTER VI
On th* Application of A**.
H The Diving Bell.
If a glass be inverted, and with its mouth horizontal be pressed down into ft basin of water, it will bo seen that though some portion of water ascends into the glass, the greater part of the glass is without water.
This is caused by the compression of the air, which prevents the water from rising in the glass.
The Diving Boll works on the same principle. A heavy iron chest HOED, open nt DE, is suspended from a rope J, and lowered into the water, with its open end downwards. The water will then rise till the air in the chest is sufficiently compressed to prevent the waler from rising beyond a certain height MN.
Air is pumped in occasionally through a pipe 7’, and the Impure air is allowed to escape through another ¡»¡pc Q.
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85.	The Common or Suction Pump.
AB is a cylindrical barrel in which a piston P, with a valve opening upwards, is worked up and down by the handle R. BCia a pipe, communicating with the barrel by a valve, opening upwards. The end C, which is pierced with a number of small holes, is placed under the surface of the water which is to be raised.
Suppose the piston to be at the bottom of the barrel. Then when the piston is raised the valve P is closed by the pressure of the air on its upper surface, and there being little or no air in PB, the valve B is opened by the action of the air in BC, and as it continues open during the whole ascent of the piston, the air in BII, the part of the suction-pipe above the surface of the water, expands into the barrel, and becomes less dense than the air which presses on the water outside the suction-pipe. The water is consequently forced up the pipe by the pressure of the atmosphere, till the pressure downwards at H is equal to the atmospheric pressure.
When the piston descends the valve B closes, and the air in PB, being condensed, opens the valve P.
This process being continued, the water will at length rise through the valve B, and at the next ascent of the piston a mass of watrr v’dl be lifted and discharged through the spout D.
5—2
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The distance Bll must be less than the height of a column ot water which the atmospheric pressure can sustain, that is. less than 3*2 feet.
86.	The Forcing Pump.
AH is a cylindrical barrel in which a solid piston P if worked up and down tho space AF.
HO, is a suction-pipe of which the end C is placed under the surface of the water.
J)E is a pipe communicating with the barrel.
At Ji ami J) arc valves opening upwards.
Suppose the piston to be at the bottom of its range in the barrel . The»* when the piston is raised the valve ut P remains
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close I. the air in Z) 2?/’expands as the piston rises, and the air in Bll opens the valve B and expands into the barrel. The water is therefore forced up the suction-pipe by the presstire of the atmosphere.
When the piston descends the air in PEBD is condensed, closes the valve B, opens the valve D, and escapes through D.
W hen the piston ascends again the water rises higher in BC, and this process is continued till the water rises through B. Then the piston on its descent forces the water up the pipe DE.
87.	In order to produce a continuuti* stream through the pipe at Ey the pipo is introduced into an air-tight vessel DH into which the valve D opens.
When the water has been forced into this vessel till it rises above O, the lower end of the pipe, the air which lies between the surface of the water in the vessel and the top of the vessel is suddenly condensed at each stroke of the piston, and by its reaction on the water forces it through the pipe OE in a continuous stream.
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88.	The Fire Engine.
This machine consists of a. double forcing-pump. Iwtl* pumps communicating with the same air vessel M.
The pipe T descends into a reservoir of water.
The valves opening upwards are at K, T' and R,W.
J* is a fixed beam round which the piston-rods work.
The water is discharged through the pipe IL
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$9. The Lifting Pump.
AB is a cylindrical barrel in which a piston with a valve J/ opening upwards works, the piston rod passing through an airtight collar at A.
BC is the suction-pipe of which the end C is placed under the surface of the water.
DE is a pipe up which the water is to be raised.
At D and B are valves opening upwards.
The water will be brought within reach of the piston by a process similar to that which has been described in the case of the other pumps.
When the piston ascends lifting water the valve at D opens, and the water is discharged into the pipe DE. When the piston descends, the valve at D closes, and prevents the return of the water in DE into the barre).
Each stroke of the piston increases the quantity of water in DE, and thus the water may be raised to any height, provided that the barrel AB, the pipe ED, and the piston rod be strong enough to bear the pressure of the superincumbent column of water.
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90.	The Siphon.
The Siphon is a bent hollow tube of uniform bore, having one branch longer than the other. The tube is filled with fluid, the ends are closed, and the shorter branch is placed in a vessel containing fluid like that with which the siphon is filled.
Let the plane of the fluid’s surface meet the branches of the siphon in H, K.
Then if the ends A, C be opened at the same moment, the
fluid will flow from C in a continuous stream till the vessel is emptied down to the level of A. provided that P, the highest point of the siphon, is at a less distance* above the surface of the fluid than the height of a column of the fluid which the pressure of the atmiKpherc will sustain.
To explain this, consider the pressure on an area D, equal to the area of a horizontal section of the siphon, in the surface of the fluid : t hen
pressure of atmosphere at // in direction III! pressure on area H.
pressure of atmosphere nt (’ in dh ection (7/ pressure on area D.
.'. pressure <»f atmosphere at // in direction ///? —pressure of atmosphere at <’in direction CH.
Sow pressure of atmosphere nt // is diminished by the weight of column of fluid UH, and pressure of atmosphere at C is diminished bv the weight of column of flui<l H<\ and since
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the column BC is greater than column BH, the effective pres sure of atmosphere in direction IIB is greater than the effective pressure of atmosphere in direction 077, and therefore the fluid will be driven by the effective atmospheric pressure in a continuous stream in the direction 11BC.
91.	On intermitting Springs.
Intermitting Springs are springs which run for a time, then stop for a time, and then begin to run again.
This phenomenon is explained by the principle of the Siphon.
Let ^4 be a reservoir in a hill in which water is gradually collected through fissures, as B, C, D, communicating with the external air.
Now suppose a channel MN Ji to run from A, first ascending to N and then descending to 11. a place lower than the reservoir.
As the water collects in A it gradually rises in the channel to N, and then flows along Nii, and by the principle of the Siphon it will continue to flow till A is completely drained. Then the flow ceases till the water in A has collected sufficient» ly to reach N.
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92.	Bramah's Press.
The Hydrostatic Press, generally called Bramah’s Press, is a machine by which an enormous pressure is obtained by means of water, the only assignable limits to its power being the strength of the materials of which it is formed.
AC is a forcing-pump, by the action of which water is forced into a tube BD, which has a valve B opening inwards.
^ is a strong cylindrical piston, with a base many times larger than the base of the piston A, working in a water-tight collar at M. N.
Between tin* top oi the piston A’and a fixed beam FGy a bale of goods, such as paper, cotton or wool, is placed.
Siip|M»MO the area of the base of E t<> bu 200 times that of the base of A
Then if a prcsoire of loo lb*, be applied to A, a pressurebf (200 x HwJIh or 20,00» lbs. will be conveyed to the base of R.
Thus an) amount of pre^iire may be applied (o IP, either by in< reatinu' the pressure applied t< A, or by making the base of £ Urgoi m comparison with the b.ue of A.
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Example«.—V].
(1)	What will be the effect of making a small aperture in the barrel of a Forcing Pump? If the piston work uniformly up and down the length of the barrel, and a small aperture be made one third of the way up the barrel, how much more time than before will be consumed in filling a tank I
(•2	) If tho upward motion of the piston of a Common Pump be stopped, when the water has risen to the height of 16 feet in. the supply pipe, but has not yet reached the piston, find the tension of the piston-rod, the area of the piston being 4 square inches, and the atmospheric pressure 15 lbs. on the square inch.
(3)	What would bo the effect of opening a small hole at any point in the Siphon, first above, secondly below the surface of the fluid in tho vessel ?
(4)	What is the greatest height above the surface of a spring over which its water may be carried by means of a siphon-tube, when the barometer stands at 29 inches, the specific gravity of mercury being 13'57 ?
(5)	What would take place in a siphon at work if the pressure of the atmosphere were removed ?
(6)	Will the siphon act better at the top or the bottom of a mountain ?
(7)	Could a siphon be employed to pump water out of the hold of a ship floating in a harbour ?
(8)	What is the greatest height over which water can be carried by means of a siphon when the mercurial barometei stands at 30 inches ?
(9)	If the ends of a siphon were immersed in two fluids of the same kind and the air were removed, describe what would take place.
(10)	A hollow tube is introduced into the bottom of a cylindrical vessel through an air-tight collar ; and a large tube, of which the top is closed, suspended over it, so as not quite to touch the bottom : consider the effect of gradually pouring water into the cylinder, until it reaches the level of the top of the inverted tube.
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(11)	A siphon is placed with one end in a vessel full of water, and the other in a similar empty one, both of which are on the plate of an air-pump. As soon as the water has covered the lower end of the siphon, a receiver is put on, and the air rapidly exhausted, and then gradually readmitted : describe the effects produced.
(12;	A siphon, filled with water, lias its ends inserted in vessels filled with water ; state what will take place when the vertical distances of the highest point of the siphon above the surface of the fluid are both less, both greater, and one greater and the other less th tn the height of the Water-Barometer.
(13)	What is the length of the smallest siphon that cai empty a vessel 2 feet deep 1
CHAPTER VII.
O* the Thermomelet,
93.	The general consequence of imparting heat to bodies is the expansion of their volume.
The particles which compose a solid body, as for instance a block of lead, are held together by the force of cohesion. It requires a force of great magnitude to increase or to decrease the volume of a block of lead, though lead is a soft metal. The application of heat, by weakening the force of cohesion, reduces lead and other metals to a liquid state, pushes the particles more widely apart, and thus increases the volume of the bodies to which it is applied.
If heat be applied to a liquid, as water, the cohesion of the particles is weakened, and they ultimately acquire a tendency to brea\ away from e:ich other and assume the form of a
vapour.
If heat be applied to an elastic fluid, as air, it causes it to expand. Thus if a bladder, partly full of air, be placed before a fire, the air will expand and distend the bladder.
Again, if a piston P exactly fits a cylindrical tube J/?, and is supported by the condensed air in PB, if heat be applied to the air in PB it will expand and raise the piston.
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94.	The Mercurial Thermometer is an instrument constructed to measure temperatures by means of the extent of the expansion or contraction of mercury.
It consists of a glass tube of uniform bore closed at A and terminating at the other end n in a bulb. The bulb contains mercury, which ex-	^-
tends part of the way up the tube. The space a between the mercury and the top of the tube is a I vacuum.	I
If the mercury in the instrument be subjected	r
to an increase of heat, it expands and rises higher | in the tube.	g
A vacuum is obtained in the upper part of the	|
tube before the end A is closed by making the	g
mercury in the instrument boil, so as to expel the air through the opening at A, which is then hermetically scaled, and the mercury sinking as it cools leaves a
vacuum
in the upper part of the tube.
95.	T> graduate a Thermometer.
The portion of the instrument containing the mercury is plunged into melting ice : the mercury shrinks, the column descends and finally becomes stationary. The point at which it rests is marked : it is the freezing point of the thermometer.
The instrument is next placed in the vapour of water boiling under a given atmospheric pressure: the mercury expands, th<* column rises and finally becomes stationary. The pointât which it rests is marked : it is the I»tiling point of the ther-mometer.
The space between the freezing point and the boiling point is divided into equal spaces, calk'd degrees.
In the Centigrade Thermometer freezing point is marked 0* and Isnlhig point 100“.
In Fahrenheits Thermometer freezing point is marked 32” ami boiling point 212°.
In Reaumur’s Thermometer freezing point is marked 0° and Isuling point so0.
9G. Haring giren the number of degrees on Pahren he it's Thermometer, to fm/ the corresponding number of degrees on the < 'ent¡grade Thermometer.
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Let J J/ be the line at which the mercury stands at freezing point,
BN.............................................at boiling point.
Then
AM and BN ¡ire marked 0° and 100° on the Centigrade scute ......................32°	and 212° ..... Fahrenheit...
Let the mercury stand sit the line PQ, and suppose the graduations on the scales to be C" and P respectively.
„ AP MQ
Now AB “ MN'
C F-M 100 ^ 212-32’
C F—32 IÖÖ= IbO ’
C F- 32
' ’ 5 "	9	’
and from this equation we cun find C when F ?s given and F when C is given.
97.	To compare the scales of the Centigrade and Reaumur’s Thermometer, we proceed in the same way, putting o", li, 80° instead of 32°, F^ 212" respectively, and we obtain
100 “ 80 ’
Hence the three scales arc thus connected, C F-32 R
6 “	9	~ 4 ’
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98.	The following examples will shew how to find the number of degrees marked on any one of the three scales when the number marked on one of the other scales is given.
Ex. (1) What reading on the Centigrade scale corre
¿ponds to 56° Fahrenheit ?
Since^ =
5
^-32
9
and F= 56,
C 56-32 5“	9	*
,’. 9(7=5x24, AC-f^l
/. the reading on the Centigrade scale is 13| degrees.
Ex. (2) What reading on the Fahrenheit scale corresponds to 14° Centigrade ?
Since C- 14, 14	£-32
5 ~ .9 ' ;
A 126 = 5F- 160,
/. 5F - 286;
.*. /'’ 57t
that is, the reading on the Fahrenheit scale is 57|"
Ex. (3) If the sum of the readings on a Centigrade ami a Reaumur be 90, what is the roading on each ?
Here we have two equations, from which we can find ( and Rt
(7* A = 90...(2/,
/. 4C 5/( I .
4^’4 4/( 360 ) ’
.'. l/(«36O- .»/f,
’. J>/( = 360, Mid so /f 4o and C - f>0.
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Examples.—VII.
(1)	Give the number of degrees in the Centigrade and Reaumur's scale respectively that correspond to the following readings on Fahrenheit’s scale,
(1)30°, (2)45°, (3)56°, (4)0”, (6) -7", (6) -45”.
(2)	Give the number of degrees in the Centigrade and Fahrenheit’s scale respectively that correspond to the following readings on Reaumur’s scale,
(1)	5°, (2) 20», (3) O’, (4) - IS”, (5) -64”, (6) 120°.
(3)	Give the number of degrees in Fahrenheit’s and Reaumur’s scales respectively that correspond to the following readings on the Centigrade scale,
(1) 16°, (2) 45°, (3) 110°, (4) 0®, (5) - 15®, (6) -24®.
(4)	Is it necessary that the section of the tube through which the mercury rises in the Thermometer should be the same throughout ?
(5)	If the sum of the readings on a Centigrade and Fahrenheit be 60, what is the reading on each ?
(6)	At what temperature will the degrees on Fahrenheit be five times as great as the corresponding degrees on the Centigrade ?
(7)	At what point do Fahrenheit and the Centigrade mark the same number of degrees ?
(8)	Show how to graduate a Thermometer on whose scale 2n° shall denote the freezing point, and whose 80th degree shall indicate the same temperature as 80” Fahrenheit.
(9)	What will be the reading on the Centigrade when Fahrenheit stands at 7*® ?
(10)	The sum of the number of degrees indicating the same temperature on the Centigrade and Fahrenheit is 88, find the number of degrees on each.
(11)	What reading on the Centigrade corresponds to 49e' Fahrenheit ?
s.	h.	6
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(12)	What would be the inconvenience of having the bore of the Thermometer hu ge ?
(13)	At what temperature will the degrees on Fahrenheit be 3 times as great as the corresponding degrees Centigrade ?
(14)	The numbers of degrees indicated at the same instant by a Centigrade and a Fahrenheit’s thermometer are as 5 : 17; determine the temperature.
(15)	What is the temperature when the number of degrees on the Centigrade is as much below zero, as that on Fahrenheit’s is above zero 1
(16)	One Thermometer marks two temperatures by 9° and 10° ; another Thermometer by 12° and 14°; what will the latter mark, when the former marks 15° ?
(17)	One Thermometer marks two temperatures by 8° and 10° ; another Thermometer by IP and 14’; what will the latter mark when the former marks 16° /
(lb) If the difference of the readings on Fahrenheit and Reaumur be 47, wTlat are the readings I If the difference in-crease by a given number of degrees, find how much each of the thermometers has risen.
CHAPTER VIII.
Miscellaneous Examples.
99.	We shall now give a series of examples to illustrate more fully the principles explained in the preceding Chapters. The important law of pressure in the case of compressed air, of which we treated in Arts. 80, 81, will be referred to as Marriotts’* La,w*.
Example* worked out
1. 1^ater is 770 time* as heavy a* air. At what depth in a lake would a bubble qf ait' be compressed to the density ^ water, supposing Marriotte’s law to hold good throughout tor compression?
At the surface the density = that of atmosphere, and 33 feet of water are equivalent to one atmosphere ;
.*. at depth of 33 ft. the density = twice atmospheric pressure.
............(2 x 33) ft......= three times................
..........(769 x 33) ft......= 770 times..................
•\ the density will be equal to that of water at a depth of (769 x 33) ft. i. e.t 25377 ft.
• It was proved by the independent researches of Marriotte, a French Physician, and Boyle, the EntrOaK Philosopher.
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2.	A b<>dy weighs in dir 1000 gw., in water 300 grs., and in another liquid 420 grs.: what is the specific gravity of the hi'ter limn'd?
In water the body loses (1000-300) grs., i.e. 700 grs., in other liquid.........(1000— 420)grs., i.e. 580 grs.;
.*. equal volumes of water and of the other liquid weigh re* spectively 700 grs. and 580 grs.
580
.'. measure of specific gravity of other liquid = ‘	®*8$857H.
3.	Taking account of atmospheric pressure, and talcing Wfeet as the height of the water barometer, at what depth in a lake is the pressure twice what it is at a depth of one yard ?
Pressure at the surface-weight of column of water 33 ft high, Pressure at 3ft. depth=weight of column of water 36ft high; .-. for a double pressure we must take 36 feet lower, that is, 36 feet lower than 3 feet, or 39 feet from the surface.
4.	A fat piece of iron, weight'ng 3 lbs., fats in mercury; and if another piece (f iron of like density weighing 2 lbs. is placed upon it, the fat piece is just immersed. Compare the specif c gravities of iron and mercury.
(5 \	5
The volumes of the part immersed and of the whole will be 5
as the weights, that is, as 3:5	, or as 78 : 135.
•*• *|’' gr. of iron : up. gr. of mercury = 78 : 135, = 26 : 45.
5.	Air is confined in a cylinder surmounted by a piston without weight, whose area is a square, foot. What weight in ust be placed on the piston that the volume (f air may be. reduced to half its dimensions ?
By Marriotte’s law the air when reduced to half its volume will have double its original pressure. Hence taking 15 lbs. per square inch as the original atmospheric pressure, it be-
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comes 30 lbs. per square inch below the piston. But the at* Biosphere stiii exerts a pressure of 15 lbs. per square inch above the piston. Therefore a pressure of 15 lbs. more per square inch is required to keep the piston at rest.
/. weight required=(15 x 144) lbs. = 2160 lbs.
6.	If Hie capacity of the receiver of an air-pump be IQ time» that cf the barrel, shew that, after 3 strokes of the piston, the air in the receiver will have lost nearly une-fourth of its density.
By the formula of Art. 72, if p9 and p„ be the densities originally and after the n^ stroke, and II and Ji be the capacities of the receiver and barrel,
P« - / ^ V p„ \R + B)'
•p* - (11 Y 10°®. ” p0 = \IO+M “ 1331’
/. density lost-
/,	1000\	331	!
U “ 1331.)''“= 1337'”‘ 4P,“r1’-
7. A block of wood
12
8. G.
13
) weighing 156 lbs. is float-
ing in fresh water. What weight placed on it will sink it to the level of the water /
Let x-the weight in lbs.
Then x + 156 = weight in lbs. of water displaced by volume of wood alone,
13
= 12 x 156,
= 169;
A < = (169-156)11)« 13 lbs.
8.	In a mixture, of two fluids, of which the specific gravities are 3 and 5 respect!rely, a body, whose s. G. is 8, loses hatf it* weight. Compare the volumes mixed.
Weight lost = weight of fluid displaced,
= ! weight of body whose 8. G. is 8^
.’. 8. G. of the mixture is 4.
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And since the separate specific gravities are 3 and 5, while the sp. gr. of the mixture is 4, the fluids must be mixed in equal volumes.
9.	A teasel of water has Jar its horizontal section a rectangle 6 feet by 2 feet. A substance weighing 550 lbs. is immersed in it, and the water rises 8 inches. Find the specific rarity of the substance.
Sectional area =12 square feet
Volume of substance = ( 12 x ^ cub. ft.
=8 cubic feet;
A 8 cubic feet of the substance weigh 550 lbs.; 550
.*. 1 cub. ft............................ -—	lbs., or 68*75 lbs.
o
Also, a cubic foot of water weighs 62*5 lbs.,
sp. gr. of substance -
68'75 Ii2 5
10 A cylinder floats in a fluid A with one-third qf its axis immersed, and in another li with three fourths of its aria immersed. How deep will it float in a fluid which is a mixture of equal volumes of A and li ?
Sp. gr. of A : sp. gr. of ZT - j : *,
*9:4;
9 + 4 .’. sp. gr. of mixture of.cqual volumes = -r- =6*5.
If therefore the body has of its axis immersed in a fluid of s. o. 9, when it is immersed in a fluid of ft o. 6*5 the part immersed is obtained from the following relation, where x is the part immersed,
J 13* ° 2
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100. We shall now give a set of easy Examples to bo worked by the student by way of practice.
Examples.—VIII.
1.	An iceberg (s. g. ’925) floats in sea-water (s. g. 1025). Find the ratio of the part out of the water to the part immersed.
2.	A body floats in a fluid (s. g. ’9) with as much of its volume out of the fluid as would bo immersed if it floated in a lluid^B. g. 1*1). Find the specific gravity of the body.
3.	Find the Fahrenheit Temperatures corresponding to —40° and +350° Centigrade.
4.	The capacities of the barre) and receiver in a Smeaton’s air-pump are as 1 : 3. A barometer enclosed in the receiver stands at 28 inches. What will be the height after three upward strokes of the piston ?
5.	Two hydrometers of the same size and shape float in two different fluids with equal portions above the surfaces, and the weight of one hydrometer : that of the other =1 : p. Compare the specific gravities of the fluids.
6.	A man weighing 10 stone 10 oz. floats with the water up to his chin when he lias a bladder under each arm equal in size to his head and without weight. If his head be onetwelfth of his whole bulk, find his specific gravity.
7.	At what height does the. water barometer stand when the mercurial barometer stands at 28 inches (s. g. of mercury -136)?
8.	What degree Centigrade corresponds to 27° Fahrenheit?
9.	A man 6 feet high dives vertically downwards with his hands stretched 18 inches beyond his head. What depth has he reached when the pressure at his fingers’ ends is $ that at his feel ?
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10.	A string will boar a strain of 10 lbs. 7 oz. Determine the size of the largest piece of corn s. g. *24) which it can keep below the surface of mercury (s. g. 13*6).
11.	In De Lisle’s Thermometer the freezing point is 150'* and the boiling point zero. What degree of lids thermometer corresponds to 47° Fahrenheit i
12.	Cork would float in n atmospheres. Find n (s. g. of air and cork being 0013 and *24).
*20 + w
13.	An elastic body of s. g. "5 is compressed to ^ ^ — of its natural size by immersion n feet in water.. At what depth will it rest?	w
14.	If the body in Question 13 weigh 10lbs., what are the magnitudes and directions of the forces which will keep it in equilibrium at depths (a) 5 feet, and (fl) 30 feet?
15.	At what depths will the force required to keep the body in Questions 13 and 14 at rest be 1 lb.?
16.	At what temperature are the readings on Reaumur, Centigrade and Fahrenheit promo tional to 4, 5, 25 ?
17.	At what temperature is the sum of the readings on Reaumur, Centigrade and Fahrenheit 212 I
IS.	A body (s.o. 2*6) weighs 22lbs. in vacuo and another body (8. g. 7’8) weighs w lbs. in vacuo; and their apparent weights in water arc equal. Find n.
19.	Find the specific gravity of the fluid in which the apparent weights of I lb. of one substance (8. G. 3) and 3 lbs. of another substance is. o. 2 25) are equal.
20.	Equal volumes of two substances (a. (J. 2'7 and 6*1) arc immersed in water and balance on a straight lever 71 inches ong. Find the position of the fulcrum.
101.	We proceed with some examples of somewhat greater difficulty than those already given.
Note. Wo shall assume that the volume of a sphere is nr*, r being the radius
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Examples worked out.
1.	Shew how the depth of the descent In a Diving Bell tan be determined fr<an observations on the barometer.
Let A B be the surface of the water, CD the water level in the bell at the end of the descent.
Now pressure at CD is equal to pressure throughout the upper part of the bell, and is therefore equal to the pressure due to atmosphere + weight of column of water (.r + y) ft. high.
lienee if S be the measure of the specific gravity of mercury, and A, h' the measures of the heights of the mercurial column at surface of the water and at the bottom,
measure of pressure at CD-hs+tx + y) x 1.
But measure of pressure at CD-h's;
/. hs+x + y = h's, .’. x=(h'—K) s—y.
Now, by Marriotte’s law, if a be the measure of the height of the bell, y h	h
a~ h" or’ y~ha’
/. x-(h' — h> s - h a.
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•2. What must be the least size in cubic feet of an inflated balloon, that it may rise from the earth when filed with yas whose specif c gravity compared with that of air is *08. the weight of a cubic foot of air being *3 grains, and the collapsed balloon car and contents weighing altogether 550 lbs.?
Taking I as the measure of the specific gravity of air,
and F ................. of	the volume of the inflated balloon.
weight of inflated balloon )	Kx.3)grl
neglecting weight of envelope,)
weight of air displaced = («Fx 1) grs. = Fgrs.
Now l cubic ft. of air weighs 3 grs.,
/. F ......................... '3Fgrs.;
.*, ascensional force =(‘3 F— ’08 Fx ’3) grs.
= (’92 x 3 F) grs.
.-. -92 x’3 F= 550x7000,
F- 5,’° X * 0<)° cub. ft. = 8072’5 cub. ft. nonrly.
’92 x 3
3	The weight of a globe in air is W, and in water w ; find its radius, supposing s and a to be the specif e gracitiet of H ater and air.
Let ll radius of globe, and P ■ weight of globe in vacuo.
4
Vhcn volume of globe - irlP ;
.-. pA”//^^ IK.......(1),
P - * ,r/i ■» = W .. ax
Hence, subtracting (2) from (1),
^/^Or-H)- W-w;
. if 7^ 3 "'-”}
• ,f V I tn s a I
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4.	How deep must a cylindrical diving bell J / submerged to as to be just half Juli of water f
At first the bell is full of air of ordinary der-dy.
When the bell is half full of water, the a«r is compressed into half its original volume, and therefore the density is doubled.
But the additional density is entirely diw to the weight of a column of water 33 feet high.
Hence when the surface of the water in the bell is 33 feet below the upper surface, the bell will be h<df full of water.
5.	A spherical balloon is to be formed of a material oj ¡chick the thickness is k, and specific gravity relatively to oir ft : if it be filled with gas of specific gravity d, prove that ;■> order that it may ascend the extreme radius must exceed
K
Let a?=extreme radius.
Then x -k = interior radius.
4
.'. weight of envelope alone = wi^-^-««,...;!),
................gas........^(«-^rf........(2),
4 .....air displaced ... = -jr? x 1. (3).
The balloon will not ascend unless the sum of (1) and (2) be less than (3).
.*. ^w{a^—(a?— Kf}b + ^ir(x—K^d—^ir^less than 0;
.*. «• (3 -1) less than (a? - <)’ (3— d)t
5 — l\i
3-^ ’
.*. — greater than
.% 1 — * greater than fy-
}\* d) *
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- less than 1 -x
iô- l\i \b-d) ’
.*. x greater than—
1-
K ô-T\i ^d) '
6.	For two given temperatures Ute readings of °ne thermometer are n9 and m^ and of another v9 and /*• respectively. What will be the reading of the latter when the former gives I'’ ?
(n — m) deg. of the 1st arc equivalent to (v - p) deg. of the 2nd.
1	...... 1st............ v ......... 2nd.
n-m
I" ............ 1st........... ("--) 1.......2nd.
\n — m/
7.	A globe, 2 feel in diameter, when footing is half immersed in water ; what is its weight f
The globe must be half as heavy as water.
Now volume of globe=
4
3
w cubic feet,
and 1 cub. ft. of water weighs 62'5 lbs.
4
7 yr cub. ft. of water weigh
^62 25 x
lbs.,
weight of globo - I 62'25 x
lbs.
- 130*9 lbs. nearly.
8.	A sphere whose radius is 6 inches and weight W> lb* is suspend' A by a string. Required the tension >f tin string wh> n the sphere is wholly immersed in waler.
Volume of sphere -
* ’ O cub. ft. = cub ft 3	\2/	6
Weight of water displaced ((, x 62*6 ^ lb».
;. tension of string
yr ..h x b2‘5 I lbs.
6 I
2 21b lbs. nearly.
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9.	A pipe 15 feet long, closed at the upper extremity, is placed vertically in a tank of the same height, and the tank is filed with water. Prove that if the height of the water barometer be 33ft. 9in., the water will rise 3ft. 9 in. in the tube.
Let x=measure of height to which the water rises in feet.
Then 15- a;=measure of space filled with air.
By Marriotte’s law, the pressure of the air inside may be represented by
* But this pressure is also represented by the measure of a column of water 33^ ft. + a column (15-+•) ft.
• • 33 +15 x — ~— x 33 , 4	15-« -	4
or
255
4
/255V
\ 8 /
50625
64 ’
255	225
,r 8 “ ^ 8 ’
.’. x 60 ft. or 3 - ft 4
The first result is evidently impossible.
10.	Jf a lighter fluid rest upon a heavier, and their specific gravities be s and s', and if a body whose sp, gr. is a rest with V of its volume in the upper fluid and V' in the lower, shew that
V : V'^-v ; a-s, weight of body = weight of fluid displaced, =<r+ n, =sV+sV',
•'• P{,<r-s) = f‘ (S'-<r),
A V : Vs'-a : <r-«.
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Examples.—IX.
1.	Equal volumes of gold (s.g. 19’4) and silver (s.G. 10*4) balance on a straight lever, (1) in vacuo, (2) in water, (3) in mercury (s.g. 13'5). Find the ratio of the arms and position of the fulcrum in each case.
2.	An inclined plane is immersed in a fluid (s.g. 3) and a body (s.g. 7) weighing 7 lbs. in vacuo is supported on the plane • by a horizontal force of 3 lbs. Find the ratio of the height and base of the plane.
3.	A balloon filled with Hydrogen (s.g. ’07) just rises in air (s.g. 1\ The balloon, exclusive of the Hydrogen, weighs 10 cwt. If a cubic foot of air weigh 1*3 oz., find the volume of Hydrogen in the balloon, neglecting the volume of all else.
4.	If the balloon in Question (3) rise and rest with its barometer at three-fourths of its original height, how much gas must have been expelled, and how much ballast thrown out?
5.	Explain why the gas and ballast in Question (4) are expelled.
6.	A cylindrical vessel is made of wood: the exterior radius is 4 inches and the interior 3 inches, tho thickness of the bottom one inch, and tho height of tho cylinder 9 inches, it floats in water when the bottom is 3 inches below tho surface. Find the specific gravity of the wood and tho depth to which it will sink when a small holo is mado in tho bottom.
7.	A piece of ice, supporting a stone, floats in a vessel of water. Will any change take place in tho level of tho water sis tin* ice melts ?
H.	Shew shat, in a cylinder immersed as ¡^Question (25) pag<- G t, tho depth of the interior surface below tho exterior is st mean proportional between the height of tho water in tho cylinder and that of the water barometer.
!». A cubical water tight box, whose edge is I foot, is sunk to a depth of ho fathoms in tho sea. Find tho pressure on the top.
Would it make any difference in tho circumstances of the box if it were not water tight?
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10.	An elastic air-tight bag has forced into it air sufficient to fill 19 bags of the same original size. To what depth must it be sunk in the water that it may return to its original size, the height of the water-barometer being 34 feet ?
11.	A vcsssel made of thin heavy material and containing 7
a cubic foot of fluid, the specific gravity of which is ,, floats in
water, the surfaces of the water and the fluid being in the same horizontal plane. Find the weight of the vessel when empty.
12.	In Question (11) if some more fluid of the same kind be poured into the vessel, will the surface of the fluid or that of the water be the higher 1
13.	A cylinder 30 inches long is composed of lignum vitas in its lower half and cork in its upper half, and floats vertically in water. If the specific gravities of lignum vit:e and cork be 1*1 and '25 respectively, shew that the cylinder will float 20 *25 inches deep.
14.	Two pieces of cork, both small but the volume of one three times that of the other, are connected by a thread three feet long passing round a fixed pulley at the bottom of a tank of water 2 feet deep. Supposing the specific gravity of cork to be *25, shew that in the position of equilibrium the smaller piece will be totally immersed and the larger piece half immersed.
15.	Two reservoirs of water at different levels are separated by a solid embankment, and a bent iron tube of adequate length is placed with an end in each. If the barrel of an air-pump be screwed into an aperture at the top of the tube, shew that generally after sufficiently working the air-pump the water will flow through the tube from the higher reservoir to the lower. Under what circumstances will this fail to take place ?
16.	Two bodies, of equal volume are placed one in each scale-pan of a Hydrostatic Balance, and are then immersed iu two liquids which are such that the bodies just balance each other; the liquids are then interchanged, and it is found that the bodies balance when one of them is just half immersed. Find how much of the heavier body must be immersed in a liquid, composed of eq tl volumes of the two liquids, so that it may just balance the b hter not immersed.
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17.	A siphon ABC, each branch of which is less than 30 incites long, is filled with mercury and both ends are stopped. It is then placed with the end A in a bowl of mercury and the end C in a bowl of water, the surface of the mercury boing lower than that of the water and higher than the end C. If the ends be simultaneously unstopped, shew that mercury will flow through the tube into the water provided that
*, be greater than ,
j, z' being the respective depths of the end C below the planes of the surfaces, and p, p the respective densities of mercury and water.
lb. The air-vessel of a force-pump is a cylinder of height c, whose section A is the same as that of the piston : the water has to be lifted to height h of the water-barometer above the bottom of the air-vessel, by means of a pipe of section a and height A: if, when the pump commences working, the water be just below the valve in the air-chamber, find after how many strokes, each of length lt of the piston, the water will be at the top of the pi|»e.
19.	A cylinder whose height is 8 inches, is floating with its axis vertical and its base { inches below the surface of water: a weight of 6 lbs. when placed on the top of the cylin-der just brings the upper surface to the level of the water. Eimi the wci/hi of the cylinder.
20.	When two metals arc mixed in equal volumes they form a compound of specific gravity 9 ; when they are mixed in equal weights they form a compound of specific gravity 8 ; find the specific gravities of tin* metals.
21.	A cylindrical jar ran just sustain a pressure of 165lbs. to the square inch without breaking, ami an air-tight piston which fits the jar is thrust down ami compresses the air in the jar. Find the height of the jar, supposing it to burst when the piston is an inch from the bottom of the cylinder, the pressure of atmospheric air bring 15 lbs t<> the square inch.
2:’	. In Smeaton’s air pump if there Im communication with a < omlcnser through the upper valve, ami the capacity of the cylinder be half that of either receiver romparc the pressures in the receiver» ah« 1 two descents am ascents of the piston.
NOTES.
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Notes.
1.	Law II., given on page 4, can be deduced from Law I., but Vie method of reasoning is not adapted to an elementary treatise.
2.	On page 15 the construction of the cylinder and lines 6, 7, 8, 9 are not necessary to the proof, for it follows at once from Art. 34 that
fluid pressure at A - fluid pressure at B.
3.	On page 24 it might lie clearer if we inserted the sign x or the word times between VS, and (unit of weight) in line W
7, also between y and (unit of specific gravity) in line 14, and so in several other cases in pages 24 and 25.
4.	The first sentence in page 53 is not quite correct: it might better stand thus: “The exhaustion of the air is re tarded by the difficulty of making the piston come into close contact with the valves at A and C, and it must always be limited by the weight of the valve CE
5	The Aneroid Barometer is so called because no liquid (a privative and vqpbs “moist”) is used in its construction. A metal cylinder about an inch in height, closed by an elastic piece of metal, is exhausted, and as the metal covering rises or is depressed, according to the changes of atmospheric pressure, it sets in motion hands like those of a watch connected with it.
6.	In reading the descriptions of the Pumps in pages 67—71 the student must be careful not to derive any erroneous notions from the uee of the words Suction-pipe. It is retained (perhaps not wisely) as a technical term, convenient for distinguishing the lower part of the pumps from the barrel.
7.	In the description of the Siphon on page 72 it is said to be of uniform bore. Tins is not essential to the working of the instrument, but it conduces to the regular action ot it, and renders the explanation more simple.
s. H.	7
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It is also stated on page 72 that the longer branch must be outside the vessel. This is not necessary, for the instrument will work with the shorter branch outside, provided that the extremity of that branch be below the surface of the fluid.
8.	To the Thermometers it might be well to add that which is called De Lisle’s. This is much used in Russian scientific operations. In it the boiling point is marked 0°, and the freezing point 150°.
9.	It should be carefully observed that the freezing point of a Thermometer is found by placing the instrument not in freezing water, but in melting ice.
ANSWERS.
Examples 1. (page 8.)
1.	56$ tons. £ 30 tons. 3. 29629 62$ lbs.
4.	1 oz.	5. 1 oz.
6.	The area of a circle whose radius is r is irr2, and tak iug ^ as an approximate value of 7r, the answer is 5387 Ju cwt
Examples II. (page 18.)
1.	20 lbs. 2. 37/0 lbs. 3. 7:6.	4. 9:8.
5.	10 feet.	6.	12 lbs.	7.	9 lbs.
8.	1 ton 7 cwt. 3qrs. 17 lbs. 9. 11 lbs. 12g oz.
10.	22500 lbs.	11.	1125^/3 lbs.	12.	J of its height,
13.	Since the external pressure on the cork increase# with the depth, while the internal pressure is constant, the cork will be forced in when the former exceeds the latter.
14.	12.) tons.	15. 18 feet.
Examples III. (page 27.)
1.	165 lbs.	2. 18:1.	3. 7f ^ oz.	4. ’8. „	’016n	_ *"
5.	5oz. 6. l^oz. 7.	—.	8. 7*77«.
9.	116.	10. 844.	11. 14.
12.	3	1 •	5	1 -cub.in.; -cub.in.
13. 15.	Volumes as 1 : 2, weights as 1 : 4.	14. 2; 1- 2H.	16. 2.	17. 9325.
iOO
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18.	If d^ d2, d3 be the measures of the densities of the fluids, and d be the measure of the density of tlje mixture, *4 = 2d -d^- d2.
19.	8-241...	‘20. 802... 21. 18'41.	‘22. 161..
23. 313.	24. 86... oz.
25. The volumes are as 57 : 1, the weights as 2223 : 97.
Examples IV. (page 42.)
1
3'à.	2. 507870 tons.
4dwts.20|?grs. 5.
4
3. three-fourths.
6. 3 times weight of tub.
i
two-thirds.
8.
— oz. 57
n 65
9- «T“-
10. 3oz.
‘20.
24.
26.
42 os.
80
73*
16
19’
12 feet
12.
16
21.
6
5
36 0Z*
1362
2731 ’
17
13.
7±*
91*
5 lbs.
6
18.
14.
19.	2?.
22. 2.	23. 47 i lbs.
25. *66.
Because the specific gravity
of salt water is greater
than that of fresh water.
27
34 . .
, inches.
63
28. 1728.
30.
32.
Edge of cube is 2 feet, height of triangle
33.
downwards ;
3
/3
4 when vertex is upwards.
29. 7 lbs. 9^oz.
31. 5? J.
1 : 4 when vertex is
34.
*75.
3«». 2 inches.
9
38.
16 lbs.
135
•I lbs.
10. 3 lbs.
42. «‘t (w, - ir) : irt/w, - ir).
wood be lighter thar water.
44.
41.
43.
3 : 2.
95 lbs.
Increased, if the
47.
49.
53.
.'>6
Hl-9 u i - or 8 nearly.
17740	3
H^ lbs. 50. 9.>4 Um.
6 iiichos.
M400 . .	r,
mb in	•»,
2053
4b 6^ inches.
•3
10}}’	52. 13.
of a rulfc yard.
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io I
. s	-of volume. 59. 750 oz.	60.	^ of a cub. ft
61	5 9 ’6302451 687 cub. It. nearly.	62.	103 W -- .	63 m : n 3
64. 920 grains. 65. 14W or 1'0272 nearly. 66. ’54.
67. 433 grains.	69. 42^/^ cub. in.
Examples V. (page 60.)
1.	Density = H J times original density. 2. —times original pressure. 3. 9:1.	4. No. because the
pressure varies with the depth alone; so that if the section varied there would still be equal vertical increments of space , for equal increments of pressure.	5. 53$ lbs.
6.	113 inches. 7. The mercury would fall to the level of the surface in the cup.	8. 14 625 lbs. 9. 10 feet.
10.	No : because a volume of mercury equal to that displaced by the iron will descend and allow the iron to take its place without disturbing the general upper surface.
11.	Sink: see answer to (16).	12. The mercury
would descend a little. 13. 2'38 square inches. 14. *0109 of original volume. 15. 1 ft. 5^9- in. 16. When the floating body is partially immersed, both air and water are displaced: but the absolute weight of Heating body - weight of displaced fluids, which must therefore be constant: therefore when the barometer rises, there must be a less water displacement, i.e. the body rises: while any decrease in the atmospheric pressure (when the barometer falls) will necessitate an increased water displacement, and therefore the body then sinks a little.	17. 1 : 2.	20. 28’8 inches.
21.	1080 lbs.	22. 26 finches. 23. 5 feet.
24. 6 : 1.	25. The air will be compressed inside, ami
so displace 1 ss water: and since it floated originally, it will now sink, because the weight of displaced fluid is now less than the weight of the body. 26. 5 times original pressure. 27. 32 ft.	28. 5^ oz.	29. 4776 oz.
.*.0. AB : BC -n : q-p 32. The space between zero
102
ANSWERS.
point and any graduation ought to bo less than the span indicated by the number placed against that graduation i the ratio of 17 : 18. 33. 14*935 lbs. nearly.
34.	,0 of an inch. 35. Low. 36. 4$ inches.
Examples VI. (page 75.)
1.	It will increase the time of filling the receiver, shin, the only effective work would be done by the descending piston, after passing the hole. It will fill the tank in 3 time* the original time.	2. 27^ lbs.
3.	(a) If the hole be below the level of short end, m effect.
(3) If above this level but still in the long branch, all the fluid in this branch below the hole will descend, and all above in the same branch will ascend causing the remainder of the fluid to flow through the short branch, till the siphon is emptied.
(y) If in the short branch, all the fluid below the hole is this branch will descend ; all above in the same branch will ascend and flow through the long branch, emptying the siphon.
^d) If at the top of the siphon, the fluid will descend in each branch and empty the siphon.
4.	32 ft. 9*53 in. or 32*79416 feet. 5. The fluid would descend in each branch and the siphon be emptied.
6.	Equally well at both, if the siphon be not too high.
7.	No: because the hold is barer than the surface in harbour.
8.	33ft. U lin. 9. If the air be removed from the siphon, the fluids would first ascend in each branch and afterwards How as usual. 10. The water would rise in the in-verted tulx* as high as the top of the inserted tube and afterwards flow out of it. II. First, the water would soon cease to flow. Secondly, it would rise in each branch, and afterwards flow. 12. («) 'flic water will flow into the lower vessel. (3) The water will descend in each branch till it stands nt 34 foot above each surface, (y) The same as (u), 13. Each branch 2 feel
ArfSWEKS.
Examples VII. (page 81.)
1.	(1) -H#; -F (2) 7^0; 51*.	(3) 13F; 10F
(4) -17F; -1<	(5) -21^°; -17^ («) -<i "3<-
2.	(1)6F;43F. (2) 25°; 7 7°. (3)0°; 32°. (4) -22|°; -Si* (5) -80°; -112°.	(6) 150°; 302°.	3. (1) CO*0; 12f
(2	) 113°; 36°.	(3) 230°; 88°.	(4) 32°; 0°	(5) 5°; -12°.
(6)	—11 J”; —19b0	4. Yes: if the graduations are to be
uniform. 5. 10° Cent, and 50° Fah. 6. 10° Cent, and
4
50° Fah. 7. — 40°. 8. Make each degree - ths that on Fahrenheit. 8. 25$°.	10. 20° Cent., 68° Fah. 11. 9<°-
12.	The graduations would be inconveniently small.
13.	80° Fah.	14. 20° Cent., 68° Fah. 15. -11? Cent,
11? Fah. 16. 24°. 17. 23°. 18. 59° Fah., 12° Reaum.;
if d be the number of degrees, Fah. rises — and Reaum. —-.
Examples VIII. (page 87.)
1.	4 : 37.	2.	*495.	3.	-40° and	662°.
4.	11*8125 inches.	5.	1 : p.	6.	108§.
7.	31ft. 8 8 in.	8.	-2|°.	9.	22|ft
10.	¿cub. ft 11. 1371°	12. ~°-
13.	10 feet 14. (a) 2 lbs. downwards ;
(3	) 2 ? lbs. upwards.
16.	50° Fahrenheit
9
18.	15-•	19. 2.
15.	7 J ft, and 13 ft
17.	122° Fahrenheit.
20.	17f inches from one
end.
Examples IX. (page 94.)
I. (1) 52 : 9".
(2) 47 . 92.
(3' 31 : 59.
In (3) fulcrum is at one end, and gold between fulcrum and silver.
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«	»	,	10x112x16	-	‘ fik
2.	3 :4.	3. ------—Q—ft.	4. -of the gas
lias been expelled, and | of the whole weight thrown out
5.	Gas to preserve equilibrium of internal and external pressures on the balloon. Ballast to preserve equilbrium of certicul pressures on the balloon.
2	4
6.	Sp. gr. = $. Height immersed = 5 - inches.
7.	No change will take place till the stone falls from the ice, it will then displace less water than before, and the surface will consequently sink.
9.	Taking a cubic foot of water to weigh 1000 oz., the resultant pressure is 30000 lbs. The pressure would be the tame inside as outside.
10.	102 fathoms. 11. 125oz.	12. The fluid
•urface.
2	^h + c — ^/^ + Ah^ + a^c^ + Ah^—c)
7'	l8'	--------2M-----------------'
19. lOlbs. 20. 10 and 8.	21. 11 inches.
22. 33 : &
teachers’ professional works.
WORKS BY DR. Mcl.KL.LAIV.
McLellan and Kirkland*« Examination
Papera in Arithmetic.................. 1	00
A complete series of Problems, designed for us«» in Schools and Colleges, and especially adapted for the preparation of Candidates for Tei. chers' Certificates, by J. A. McLellan, M.A., LL D., Inspector of High Schools, and Thomas Kirkland, M.A., Science Muster Normal School, Toronto. 6th Edition—revised.
McLellan and Kirkland's Examination
Papers—Part 1......................... 0	50
Containing the Examination Papers for admission to High Schools, and for Candidates for Third Class Teachers’ Certificates.
Hints and Answers to McLellan and Kirk> land's Examination Papers................ 1	00
Containing answers to problems and solutions to all difficult questions. Prepared by the authors. 2nd Edition.
The leading American Educational Journal (National Teacher’s MonthlyY^nyn of McLellan and Kirkland’s Examination Papers: “In our opinion, tlie best collection of problems on the American continent.”
McLellan's Mental Arithmetic—Part 1...... 0	30
Containing the Fundamental Rules, Fractions and Analysis. By J. A. McLellan, M.A., LL.D., Inspector of High Schools, Ontario. 3rd Edition.
McLellan’s Mental Arithmetic—Part II...... 0 45
By the same author, fully treats Percentage in its various applications, General Analysis, Stocks and Shares, Interest, Discount, etc., etc., and gives practical solutions of almost every type of question likely to be met with in any treatise on Arithmetic. 3rd Edition—revised.
THE TEACHERS HAND-BOOK OF ALGEBRA.
By J. A. McLELLAN, M. A., LL.D., Inspector of High Schools, Ontario. Price, §1.25.
ENGLAND.
No better proof of the excellence of this book can be given than the following quotation from the Educational Tinies, the organ of the College of Preceptors, England, and the highest authority on educational matters in Great Britain :—
“This is the work of a Canadian Teacher and Inspector, whoso name is honorably known beyond the bounds of his native province, for his exertions in developing and promoting that admirable system of public instruction, which has placed the Dominion of Can. \i so high, as regards education, not only among the British Colonies, but among the civilized nations of the world. Wo know of no work in this country that exactly occupies the place of Dr. McLellan's, which is not merely a text book of Algebra, in the ordinary sense, but a Manual of Methods for Teachers, illustrating the best and most recent treatment of algebraical problems and solutions of every kind.
“Teachers who wish to lay a good foundation for their pupils before proceeding to the higher branches of Mathematics, will do well to obtain Dr. McLellan’s volume, which contains within a small compass one of the best collections of modern algebraical problems ‘gathered from the works of the groat masters of analysis,’ which has come under our nutice for a considerable time.”
FRANCE.
From one of the ablest living Mathematicians. Monsieur Paul Mansion, Professor of Mathematics in the University of Ghent. Assistant Editor of “ Nouvelle Correspondence Mathomat ique," ami Editor in Chief of “Mathises,” Ar. His writings have twice been crowned by the Royal Academy of Belgium, and ho was awarded, in 1^72. Groat Prize in Mathematical Science. Ho says of the Hand-Book :—” I have found the Work of M. McLellan extremely well adapted to its purpose. It is one of thorn rare works that fulfil all the promise's of the preface. I hav<f especially admired the skilful wav io which he has brought within the compass of Elementary Algebra a class of questions, which we, in our French and German books, only introduce into the parts exclusively taught in Universities “
New and llrrhrd Edition a, Kry to Handbook, now rrady. Prier. ^1 50